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y WV Hen " Sabjefts bring Preſents © 
L to their Princes , "tis mat 4 —i 2 
catt{e their Prince wants theme, - 
| but that $ ubjefts want better Wex#r'þ 
expreſſe 1he bounty of their nnknoven 
affeticns, I know Tonr Hi = 
< Want 5 »et_ the beft toys + 
; World affords, to ground 44 74.207 
= Tom i all thoſo Princely '£ 
F which befits rht hopefal Son ebe 's 
s Royal Father, yet the belt; 
Lecel i ſuch,that nothing can ab 
mine Arm, or ftay the progreſſe off 
Dill, whoſe emulons deſire comes) ” 
bof wone in the expreſſions of meſt layai 
gard wnfeigu'd rffetion. To Whichen; * 
2] have preſum'd to conſecvate theſe fe os 
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4 'diments to ripen (and they will ripen) 
F -with Tonr growing youth, if they 4 
9 feel the Sunkbine of your gracionneye. 
- My ſervice in this ſubjett were muc 
roo early for Nour Princely view, di, 
| mot Torr apprevenſion as much tran- 
# - ſcend the greenneſſe of your years, the 
8 forwardneſſe of whoſe ſpring thruſts 
” forth theſe haſty leaves. Your High- 
A meſſe is the expeftation of the bs, Bs 
F . Age,and the print of future hopes : and : 
Curſed be. he that both with Pen and 
{ . Prayers,ſball not be ſtudious to advanthr. 
|: tage ſuch a high priz/d Bleſſing : livef* 
. Jong onr Prince : and when Tour Roy; 
#1 - al Father ſhall convert His Regal Dia 
$- ..dem into a Crown of Glory, inherit ha 
| 'N *:Vertues with his Thrane, and provet 
"anccher Phoenix ro ſucceeding general 
K - -tron; ; So ; 
vB Pray*d for, and Prophefied, 
. BY, 
Your Highnefle moſt Royal, 
bh. | and moſt hum ble Servant 
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L L Rules are not Calculated for, 
the Meri daan of eyery State. If, F 
all Bodies had the ſame Conſty- 1 7 
tution ; or all Conflitutions the . 
ſame Alteraiions ; and all 4l{tes : - 

van4r:tions the ſame Times, the Emperick were . ; 

line beſt Phyſician. If all Sraces had-the., © 

Ro ame Tempers and Diftempers, and bach;the', 3 

JYrame Conſervatives , and the ſame Currss: 3 

D14-JExamples- were the beſt diceRions, and; © 

t hiARules digeſted from thoſe Examples , 'were; ©” 

rovgieven almolt infallible, The SubjeR of Po». 8 

er 03) 15 £vil) Govrrament ; the SubjeR, of "8 

Fhar Government is Men ; the Variables,” > 

Jacflc of thoſe Men dif abſolutes all Rules, 

and limics all Examples, Expe& not there=4 |] 

ore, in theſe,or any of the like nacure,ſuch *? 
al, Þ'pregnable Generals, char no Exceptions :# 

* ?. Fan ſhake, The vcry Diſcipline. of the #7 

FCiurch eftabliſh'd, and confirni'd by tit 3 

Wnfallible choice, is nortyed to all T\mergor © 
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T he Epiſtle to the Reader. 


E with,as they are no Rochs to. build perpetu- 
*ity upon,ſo they are notRocks to Fi elicf 
upon : It is leſs dapger to rely upon them 
than ro neglet them 7; Nor ler any think 
uf (in theſe Pamphlcring Dayes, and Audaci- 
ous Times of unlicens'd Pa/quels) Ifſccrecly 
W&.-refleRt upon Particulars, or look through a 

WF". ng upon the Paſſage, of theſe Diſtempe- { 
{x64 Pines; Far bir off trom my Inten- | 
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on» or your Imaginations : My true Ame 


&- vations ro the Tender youth of my Thrice- 
WW Hopeful Prince, which» like an IntroduRi- | 
i - on may lead Him ro the Civil Happineſs / 
| of more Refined Dayes) and Ripen Him in 
| - the Glotious Vertues of His. Renowned 
| Father, when Heaven, and the Succecding 
= Ape, ſhall ftyle Him with the Name of 
= CHARLES the Second, 
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CHAP.. I. "_ 


Þ*: and Policy, are like: dat 
tha and Mary,Siſters 5: far 
tha fails, if 2ary help > not 
EL and {ary "ſtffers, if 2; i 
e idle : Happy is that Kinge 

where Martha Py ty of; fo 
but moſt happy where Adaxy ic 
Plies with 1 artha: Where'Piery ai 


Bey \} Pobcy go band.in hand, cherei\ 6 


| fultbe bejuft,and Peace honorable 
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| CHAP. II. 
9 not civil diſcordsin a forreign 


&-Kingdom, encourage thee to 
F- make invaſion. They that are fatious 
t among themſelves,are jealous of one 
- another, and more ſtrongly prepar*d 
; to. encounter” with a common Ene- 
"my : Thoſe whom civil commorions 
-fet at variance, foreign Hoſtilicy 
Ereconciles. .' Men 'rather affet the 
-poſicflion of an inconvenient good, 
Lchan._che poſlibility of an uncertain 
- -betcer. 


3-3. 5-3-8 ET FR 


20 | CHAP. III. 


> 
* $908 

3 Fchouhaſt mide a Conqueſt with 
L&thy Sword, chink not tro main» 
= 


nic withrhy , Sceprer : | Neither 
gonccive- tha; new favours can-:can- 
gel old injuries. : Noa Copqueror|ſits 
Gu his new got Throne, fo 
&:& they ſubſilt in power, that 
6.45 were 


BF 2% 
. 
b., 4 $I; _ 


C 


nchirigion. — * Cent 
were diſpoil'd of their.poſſeſſſons by* 
his Conqueſt, 7g 


eign CHAP. IV. . 
* tO ; " 
ous Et no price nor promiſe of Hou 
One nour bribe thee to take part withy 
r*d | the Enemy of thy natural Prince'; 


Aſſure thy ſelf whoever wins, thous 
art loſt :If thy Prince prevail , thous 
ml ge a Rebel, and Pk ded?” 

rdeath ; If the Enemy proſper;thowt > 
ſhalt be reckoned 4. al Tema, | 
rious Traytor, and not ſecure of tf £ 
ſelf: He thae loves the Treaſon, have 
the Traytor.. - | 21: "vi 


- 
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CHAP. y. 


[ Fthy ſtrength of parts hath raig'! 

thee to eminene place in the Cota 

ox 20n-wealth,take heed chou fie-ſure'x* 

607 nor, thy fall will be'thie grearer's 

of 35 Worth is fit matter for Glory: - 

Glory is a fair mark for Envy! ** 
- 1948 


al . F . s © = 
7 * 
; - Ps 


ent. 7. Enchiridion. 
Ehow much the more thy Adyance- 

+ Ment was thought the Reward of 

Deſert, by ſo much/thy fall will ad- 
| miniſter matter for diſdain : it is the 
| iltfortune of a {trong brain, if nor | 
tobe dignifi'd as meritorious, to be 
_—_ as dangerous, 
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CHAP, VI. 


a duty of a Stateſman, ſpeci- 


allyin a free State , to-hold the | 
| n——_——_ to her firſt frame of] | 
yvernment, from:which-the:more 
Fit ſweryes, the more it.. declines + 
| which being declin'd , is not com- 
þ monly "reduced without that extre- 
{ micy, the danger whereof, rather ru- 
{ ihes thanrecifies. Fundamental Alre- 
k wor ning evinahle Perils. . 


CHAP, VII. 


7 Here be three ſorts of Govern. 
&iment, Monarchical, Ariſtocra: 
_ big! 


Enchiridion. Cent; 
fce-f tical, Democratical; and they are 
d of apt to fall three ſeveral wayes int 
| ad- rvine : The firſi by Tyranny; the {6 
the f cond by Ambition, the laſt-bytTauls 
nor i mule. A Common-wealth grounded: 
be | upon any ore of theſe, is not of long; 

continuance ; bur wiſely minglegs 
each guard the other, and make tight 
'# Government exact, © 


CHAP. VIII. 


| dnp the proceedings ofa Caf ; 
tain, though never ſo cortimetly 
+| dable, be confin'd co all Times A 
N-F theſe alter, ſo muſt they: If theſe 
res vary andnot they, ruineis at hand? 
uy He leaſt fails in his deſign , that 
tc" meets Time in its own way ; Ang 
he that obſerves-not the” Alterations 
4 of the Times, ſhall ſeldom be vites 
{ rious but by chanee : but he thatar 
{| not alter his courſe according to 


ro & 
Alterations of the Times ſhall -m . 
be « Conqueret 1 - He: is' al 


l & Dn 


ra 


* .% a. 


Cent. 1. Encbiridin. | 
"Commander and only he , that can. ÞÞg1 
diſcover the change of Times, 'and 
hay "_w ngs according ro 


CHAP, IX. 


E-thou defire to make War with 
i a Prince, with whom thou haſt 
formerly ratified a league; aſſiil 
pme Ally of: his, rather chan him- 
\ nh If he reſenci ir, and come, or 
in id , clo haſt a fair Gale to 
p defices : If not, his infidelicy in 
norſitin his Ally , will be diſco- 
: Hereby thou ſhalc gain thy 
if adrantage and facilitate thy de} a 
'S 51 11 
$1... | 


=: GCBAP...X. 


FJ) Efore- thou vndertake a War, 
E2letthineeye number thy. forces, 
ad - thy; judgement weigh them : 

u halt a rick Enemy, n0 matey 

- E. ow: 


— OTE 


how poor thy Souldiers be, if 
giods and faithful : Truſt not tag7 
much the power of -chy Trealure, for” 
it will deceive thee, being more: at: 
to expoſe thee for a Prey than todes. 
fend thee : Gold is nor able to find; 
good Souldiers, but good Souldiens* 


. 
= 
FT ou. 
[1 ' Ls 


? 


are able to find ouc Gold. 
CHAP. XI. | 
be 


I the Territories of thy Equal e-3 
nemy are ſiwuaced fir Sourh from® 
thee, the advantage is thine, whether® 
he make offenſive or defenfive wary? 
It North, the advantage ishis ;. Cc 
is leſſe tolerable than Heat : Thisis 
a friendto Nature, that an enemy. * 


CHAP. XII. 


]T is not only uncivil, bur Janges- 
rous for Souldiers, by reproachiu- 
words , to throw diſgrace uponthe 


Enemy. Baſe Terms ; - Be lows 


2 


E 
A. 
- 
A 
4 
> Land 


þ . 


6a flaking Fury , and - Goads 
* Squicken up revenge ina fleting Foe: 
S% thar odjeRs. Cowardige,againlt a 
E *Giilirig enemy; addsſpirix cohjm, to 
| © ot the aſperſion, at his awn 
| :-Itis therefore the parc of : 

Wiſe Souldier to refrain it; or of a 
wiſe Commanderzo punilh i it. 


, " 
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CHAP, XIII. 


T T's {betcer for two weak King- 
"Ahuigy: rather to compound an 
jary (though to ſome. los ) than 
Tag for. ſatisfation: by. the Sword); 

| 14 ' while-rhey two weaken them. 
*ſeves by mucunl blows, a third de- 
| cide the Controyerſie w-boch their 
ERuines. When th2 Frog and th 

FE Mouſe could not take up the quar 

"rel, the Kite was Umpire. 


CHAP 


FrEaOY "6 2 en ; 


Er that os which ] 
cefires to flouriſh, bz very ſtrict ? 
borh in her ouniſhments, and Re- 2 
wards. according to the merits FE. . 


the SubjeR , and « fferce of the Tees 
Jinquert : let che Service bf the DE 


ſerver be reward d, left than diſco 


rage Worch . and ler the Crime ofs 


the offerder be puniſh'd , leſt: thow-* 


encour:'ge V;ce ; the negle& of the., 
one we:kens a Cor man- -wealth, +02 
omitiion of both ruines if, ; 


3:02} 
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CRAP, XV. 


+4 
IT is wiſdom fot ith" chat ſits £2 


the Helm ofa ſerled, Stage , 29% 
d-rhenn hiſt row-rd' his'* & s 


5. 


j. ts at all times fo, that.” upon any; 
evil attifest, they may Fe ready th> 
fer? ispccal on ;, He th*r" 1 
'2£ acit vs 2th {thc 


That OP 


* 


PO Ty" ANI 


wall bein lger when he expe6 
by Tres $54 | 


"CHAP. XVI. 


F JN all deſigns , which require, coll 
2 ſudden execution, take mature d 
Liberation, and weigh the conyeni 
Fe is, wich the inconvenients, - and 
{then reſolve; after which , neithe 
| delay the execution, nor bewray th 
= intention. He that diſcovers himſelf 
= till he hath made himſelf Maſter 0 
” his defires, lays himſelf open to his 


own. Ruine , , and makes himſelf pri 
: foner to his own tongue, 


CHAP. X VII. 


- 


| ] Iberaliry in a Prince is no Ver 
; {Hens when oe at os Sub-J** 
unwilling Coſt, Ir is leſs re-Ylou: 
. proac| b, by able to pres 
tr pular loye,than by libera 
'to Foe the private thanks. / 
CHAT 


| 
wy 


CHAP. XVHI., © © 


T is the excellent property of a" 
g * good and wiſe Prince, to uſe War + | 
MY as he doth Phyſick, caretully, unwal> - 
lingly, and ſeaſonably ; either to,pre=® : 
yent approaching dangers, or ro cor»; 
f re&a preſent nuſchiet, or to recovet 
a former loſs. He that declines Phy-" 
byY ſick till hebe accoſted with the dan®. 
If ger, or weakned with the diſeaſe,”js 
off bold too long, and wiſe too late: * 
nizÞ That Peace 1s too preciſe, thar limits - 
if che-juſtneſs' of a War ro a: Sword , | 
drawn, or aBlow given," . © / 11 4 


CHAP. XIX. 


LET aPrince that. would: be ei 4 

-of Conſpiracies, be rather !jea-®? 
lous of fuch whon-his extraor a 
ef Favours 'have advanced, than of: 
4fjthoſe whom his pleaſure hath dfiag 
ontented : Theſe want mezns LO 
"IS " Wl 


ws" 8 7 . z* 
p a . 


& Cent 7. Emnchiridion. 

” execute their-pleaſures ; but theyſhe 

have means at pleaſure to executeh,,f 

their deſires : Ambition to Rule ig, 

- more vehement, than Malice to Rehg 

Venege, 
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CHAP: XX, | 
FE Efore thou undertake a War, 
LiF caltanimpartial Eye upon the 
* Cauſe : If ic be juſt, prepare thy? 
Army, and letthem all know, they; 
* fight for God and thee : 1radds fires: 
ro the ſpirit of a Souldier, to be aL 
* fared, that he ſhall either proſper inſh©, 

a fair War, or periſh in a juſt CauſeFair 


hit 
CHAP; XX. 


5 FF thou deſire to know the power 
= of aState, obſerye in what-c0 

| .reſpondence it lives with her neigh 
” houring State. If She make All 
- ance with the Contribution of Mc 
ny, it is an evident ſign of m__ 
A _ 


 Enchi lion: ett. 1 
eYMeſſe : If with her valour , or repute 
uteSof *forces ; it manifeſts a - native 
eiMreugth : It is an infallible ſign of 
Repower , to- ſell friendſhip, and of. ” 

Sreakneſs to buy it ; That which is 
zought with Gold , will hardly be 
aintained with ſteel. «1 


ar, CH AP. ' XXII. 

the pe | 

by IN the calmes of Peace it is moſt # 
Ee\ = 


,nii*# Þþ 
«T2 434385 ii | 


eſs 


. Enuckeriato 


CHAP. XXII. 


JF_tby two neighbouring Princes 

fall out , ſhew thy ſelf, either a 
true Friend , or a fair Enemy, It i 
indiſcretion to adhere to him whom 
thou halt leaſt cauſe to fear, if he 
.. vanquiſh © Newtrality is dingerous, 
# whereby thou becomeſt a neceſſary j 
Prey tothe Conquerour, v. 


CHAP. XXIV. 


| 'Þy is 2 great argument of a Prince 
wiſdom , not only to chuſe, but 
+ alſoto prefer wiſe Counſellors : and 
- fuch are they ; that ſeek leſs heir 
- own advantages than his, whomſſt 
- wiſe Princes ought to reward, leſi 
they become their own Carvers; 
- ahd fo, of good Servants, turn bal 
Maſters. | | 


Enchiridiow. Cent.r. 
CHAP. XXYV. - 


ICECY * 

r 4 IT much conduces to the diſhonour 

© is} of a King , and theilfareof his 

om{{Kjngdom, to multiply Nobility , in 

 hefjan over-proportion to the Common 

us pcople: Cheap Honour darkens Ma= 

ary jeſty; and a fAumerous Nobility ,*” 
brings a $tate to neceſlity. 


CHAP. XXVI. 


cexf Þ T is very dangerous to try experi. | 
out] ments in a State, unl:fsextreme. ? 
ndJ neceſſity be urgent, or popular util» 
citÞty be palpable : It i3 better for a State © 
omflto connive a while at an inconyeni- 
eſlf ence, than too ſuddenly to ruſh upon 7? 


rs a Reformation. 
bat | 


CHAP. XXVII. 


\ P |; a valiant Prince be ſucc:eded 7 
by a weak Succeſſour, he may tors 
12 


as Cent. 1, Enchiridion. 
awhile, maintain a happy State, by 
the remaining vertue of his glorio 
Predeceſſor : But if his life be long 
or dying he be ſucceeded by one le 
yaliant than the firſt; the Kingdomi 
in danger to fall to ruine, Tha 
Prince is a true Father to his Co 
+, try, that leaves it the richinheritanc 
Of a brave Son ; When Alexan; 
" Theceeded Philip, the World wa 
to0little for the Conquetor, 


CHAP. XXVIII. 


T is very dangerous for a Prince 
© or Republick, to make continu; 
” practice - of cruel exaction : For 
| where the Subjet fands in ſenſe 
+ orexpeRarion. of evil, he is apt tc 
Le provide for his ſafety , either 'from 
| ©heevilhe feets, or from the danger 
* hefears, andgrowing bold in Co 
[ ſpiracy, makes FaRtion, which Facti 
| on is the Mother of Ruine. | 


CHAT 
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io CHAP. XXIX. 
on | 
le E careful to confider the good, 
mi or ill diſpoſition of the people -: 
"hai towards thee upon ordinary occaſt= 7 
Rand ons : ifit be good, labour to continue 
incd it; if evil, provide againſt it :. As there: © 
1dell is nothing more terrible than a_difs: - 
wad ſolute Multitude without a Head; ® 

ſo'there is nothing more cafic tobe! : 
reduc'd; (if thou canſt endure the 3 
firſt ſhock of their fury,) which if a'2 
lictle appeas'd , every one begins to. * 
4 doubt bimſelf, and think. of; homelie 
and ſecure themſelyes, either by ? 
Flight, or Agreement, ' '' 4 


CHAP. XXX. 


Hat Prince who ſtands in fein” 
more-of his own people, | than# 
ſtrangers, 'ought to build Fortrefſews 
in his and : But he that is m6re a 
fraid of Strangers than his own PeoV! 


==. ne.1. - Enchiridion 


ple, ſhall build chem more ſecure. in 
the affections of his Subjects, 


CHAP. XXX. 


| Oy a watchful Eye upon dan- 
- J/gers before they come to ripe- 
*neſſe, and when they are ripe, let 
* fooſe a ſpeedy hand ; He that exp:s 
them too long, or meets them too! 
ſoon, gives advantage to the evil : 
- Commit their beginnings to Arg 
' his bundred Eyes, and their ends to 
* Briarens his hundred Hands, and 
»thou arr fate, 


CHAP. XXXI. 


[+ 


| F. all the difficulties in a State, 
| che Temper of a true Govern- 
| ment moſt feliciftes and perperuates 
Fr + Tooſadden Alterations diſtem- 
per it; Had Nero turned his King- 
dom as he did his Harp, bis Harmony 
had been more honourable, and his 
Reign more proſperous CHAP. 


Enchiridi my 
CHAP. XXX, 


JF a Prince, fearing to be aſlaiFd 

by a foreign Enemy, -hitha well: 
arm'd people, well addreit for War, - 
let him ſtay at home,and expe him, # 
there ; Bur if his ſubjeRs be unarm'd,? 
or his Kingdom unacquainted with. 3 
the ſtroke of War , let him meet the ? 
enemy in his Quarters. The farther ? 
he keeps the War from his own” 
Home, theleſs danger. The Seat'of 4 
Waris alwages miſerable. » 


CHAP. XXNIV. 


Tisa neceſſary wiſdom for aPrinee ? 

to grow in ſtrengrh, as he encreiſes 
in Dominions : it is no leſs virtue to! 
keep, than to get ; Conqueſts-not has; 
ving power anſwerable to their greats; 
nels, invite new Conquerours tothe! 
ruine ofthe old. 


F 


I. Enchiridiun. 


CHAP. XXXV, 


T” is great prudence in Stateſme! 


{300 diſcover an inconyenience | 
the birth ; which , ſodiſcovered, | 
 eaſieto be ſuppreſt : Butifit ripen 1 
to a Cuſtom, the ſudden remed 
> thereof, is often worſe than the dj 
 ſeaſe; inſuchaCaſe, it is betrer te 
>. temporize a little , than to ſtruggli 
FE .too much, He that oppoſes a ful 
> ag'd inconvenience too ſuddenly 
ſtrengthens ic, 


CHAP. XXXVI. 


P- IF thou haſtConquer'd aLand, who 
> Laws & Language differs not from 
t thine, change not their Laws anc 
* Taxes, and the two Kingdoms will 
Fn a ſhorttime incorporate, and make 
"one body :; But if the Laws and 
| Language differ , it is difficult to 
maintain chby Conqueſt , which _ 
OR. | : r Or 


\ $0 


| —— 

Enchiridion, Centr 
thou may'ſt the eafigr do, obſerve; 
three things : Firſt, ro live there in © 
| perſon, (or rather ſend Colonies: ) 
mew Secondly, to afliſt the weak inhabi> : 
© IF rints,and weaken the mighty: Third- ; 
d, ly , to- admitno powerful Foreignet? 
017 to refidethere : Remember Zewat | 
edF the thirteenth of France : how ſud+ 
* CF denly he took A73lan., and how ſoon; 
r i heloſtir, \_ { 


ful CHAP. XXXVI. 


T isa gracious wiſdom ina Prince, 


in Civil Commotions, rather to! 
uſe 7 uleps than Phlebotomy , an 

better to breath the 'diftemper by 
ole} wiſe delay , than to-corre& it with! 
MJ to0 raſh an Onſet + It is more ho# 
nag nourable, by a flow preparationt# 
al} declare himſetf a gracious Father, 


ke rhan by a haſty War.to' appear 

tarious/Enemy. 2 £111 39.4 .:' 
1:30 vg 20! 
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FAC e's Enchiridiow, 


CHAP. XXXVII 


; i is wiſdom. in a Prince in fair- 
weather to provide for Tempelts : 
i he thac ſo much relies upon his peo- 
ples faith, roneglet his own prepa- 
; ration , diſcovers more confidence 
than wiſdom ; He that ventures to 
fall from aboye, with hopes to be 
zgarch'd below , may be dead er he 


come to ground 
CHAP. XXXIX., 


'F TE that would reform an intent 
State in a free City, buys con- 
yenience, with -a. great danger ; To 
work this Reformation with the 
leſs miſchief, let fuch a one keep 
the ſhadows of their ancient Cu- 
Roms, though in ſubſtance they be 
| : Lethim take heed when he 
alters the natures of things,they bear 
at leaſt che ancient names. The 
be Come/ 


Enchiridies. 
Common people , that are naturally * 
impatient of innovations, will be ſa- 
tified with that which ſeems to be 
rf 25s well as that which is, 


ad P 


'-, T4 - 


[1 Pon any difference between fo- 

reign States, it is neither ſafe - 
nor honourable for a Prince, *eiallier © 
ta buy his Peace ; or to take it up at 

intereſt : He that hath not a ſword? 
tocommand it , ſhall either want it: 
or want Honour with ir, 


CHAP. XLI. 


IÞ is yery. requiſite for a Prince, ? 
| not only to weigh his deſigns in? 
the flower, bur likewiſe in the-fruit 
He is an unchrift of his honour thax: 
enterprizes a deſign ,). the falling.” 
wherein. may bring. him more Di & 
grace, thanthe fuccels.can gain hiny, 
Honour, = {. 
'Th " > 


Ko) 


B34? ach 


+ Cent, r. F»chiridion, 


CHAP. XLI1 


| J7 is much conducible to the happi 
neſſe of a Prince, and the ſecurity 
of his State, -to.gain the hearts 0! 
his SubjeRs : They that love for fear 
"will ſeldom fear for loye : it is a wiſe 
} Goyernment which pains ſuch a ey 
"uſdriche SubjeR, thathe either ca 
> Not hurt, or will not :; Bur that Ge 
- yernment is beſt and moſt ſure, when 
* the SubjeR joys in his obedience. 


| 


CHAP. XLIII. 


Et every Souldier Arm his mind 
With hopes, and put on courape : 
Whatſoever diſiſter falls, lzt not his 
heart ſink, The paſſage of provi 
dence lies through many crooked 
pys: A d-ſpairingheerr is the 'rrue 
Prophet of approaching eyil': His 


ations m1y weavethe' websof Fors 
CHAP, 


*tune, but not break them, 
"i +.J : 


& £ 
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Exchirtiazon. Cept-1, ? | 


CHAP. XLIV. 
pi J's the part of a wiſe Magiſtrate 


ity © £0 vindicate a man. of power, .Or : 
- of State-employment, from the malici-. 
xr 0us ſcandals of the giddy-headed 
{4 multitude, and to puniſh it” with 
yd] great ſeverity : Scandal breeds Has 
in tred; Hatred beget Diviſion, Dis ? 
3,4 viſion makes Faction , and Faction 
en rings Ruine, 


CHAP. XLV. 


* th ſtrongeſt Caſtles a Prince 4 
can build, to ſecure him from 5 
«| Domeſtick Commotions, _ or Fdre 
ig reign Invaſions, is inthe hearts of * 
© bis Subjets; And the means to-; 
ed] gain that ſtrength is, in all his ati, 
ans to appear for the publick pood'e ; 


ſtudious cocontnve; and reſolute t 


#20 perform, | | | 
43 41 


- Cent. r. Enchiridion. 


| CHAP. XLVI. 
A Kingdom is a great building , 
whoſe-two- main ſupporters 
are the Government of the State , 
- and the Government of the Church: 
— It is the part of a wiſe Maſter, to 
keep thoſe Pillars in their firſt po- 
| ſture, irremoveable : If either fail, 
* itis wifdomrather to repair it, than 
- remove it :'He thatpulls down the 
- old, roſetup anew, may draw the 
Roof upon his head, and ruine the 
| Foundation, 


CHAP. XLVII. 

T isneceſſiry Wiſdom in a Prince 
ro encourapg? in his Kingdom , 

, Manulaftaure, Merchandiſe, Arts, 
| and A-mes : In Manufaftnrelye the 
Vital Spirits of the Body Politique : 
In- Merchandiſe, the Spirits Natural: 
In Arts and Arms, the Animal. Tf 
either of theſe languiſh , the Body 
bee: 4+ droops ; 


% 


Enchiridin. ” Cent. 
lroops : Astheſe flouriſh, the body ? 
flouriſhes. 


CHAP, XLVIIT. 


h TY Religion is a Setler in a 
| State, rather than a Stickler'; 
While ſhe "confirms an eſtabliſh'd 
Government, ſhe moves in her own 
Sphear ; But when ſhe endeayours to | 
alterthe old, or to ere a new, ſhe 
works out of her own Vineyard: * 
When ſhe keeps the Keys, ſhe ſends 
Showers of Milk : But when ſhe ? 
draws the Sword , ſhe ſails in Seasof -- 
Blood : Labour therefore to ſettle : 
Religion in the Church ; and Religis- 
on ſhall ſettle Peace in thy Land. 


CHAP. XLIX. ; 


F thou | entertain any Foreign 
Souldiers into thine Army, foe 
44 them bear thy Colours and: be at thy 
UPay, leſt they intereſt their own" 

"Wo Prin” 


Cent, 1, Enchiridion. | 
Prince : Auxiliary Souldiers are th: 
moſt dingerous : A foraign Prince 
meds no greater invitation to ſeize 


upon thy City ,, than when he is re 
quired to defend it. 


CHAP. L, 


| BE cautious in undertaking a de 
ſign, upon the report of thoſe 

that are baniſhed their Country, le 

| thou come off with ſhame, or loſs,0 
| both, Their end expeRs 2dvantage 
from thy Actions, whoſe miſcries lay 
: hold of all opportunities, and ſeek 

© "20 be redreft by thy ruitie. 


CHAP. LI. 


L FF thou endeavoureſt 'to make 2 
| Republique mn a Nation where 
* che Gentry abounds, thou ſhalt bard- 
Ay proſper. in that deſign : And 1 
* thou would'it ere& a Principality in 
» a Land, where there is much equaly 


m_— 


Enchiridion. Cent.r. 
ty of people , thou ſhalt not eafily -* 
4 effeFic. - The way to bring the firſt 
| to paſs, is to weaken the Gentry:: 
re The means to cffe& the laſt, is toad- 
vanceand ſtrengthen ambirious, and 
turbulent Spirits, ſo that being pla» 
ced inthe mid{t of them, their forces : 
may maintain thy power ; and thy fa. 
def your may preſerve their ambition; 
ole] Otherwiſe there ſhall be neithe® 
le proportion nor continuance, 


pes CHAP. LIL in 


kf TT is more excellent- for a Prince” 
to havea provident Eye for the : 
prorenthng future miſchiefs, than to * 

ave a potent Arme for ſuppreſſing * 
preſent evils : Miſchiefs in a State * 

af are like HeRique Feavers in a Bos - 
ref dy : In the beginning hard to be © 
dj known, but. eafieto be cured ; but, © 
if letit alonea while, it becomes more - 
eaſte to be known, but more hard to 
| becured. MT... 


= * 5 3 VL. 


| Cent. tr.  FEnchiridion. 


CHAP. LII1,- * 


F a Kingdom, be apt to Rebellion, it 
is wiſdom to preſerye the Nobili- 
ty and Commons at variance: Where 
\ One of them is diſcontented, the dan. 
ger is not great : The Commons are 
flow of motion, if not quickned with 
| ghe Nobility; the Nobility is weak 0 
+ power, if not ſtrengthned by the 
{ Commons : Then is danger, when the 
Comimonalty troubles the water, and 
"the Nobility ſteps in. 


J 


CHAP. LIV. 


- FT is very requiſite for a Prince to 
© I havean Eye that theClergy be ele- 
Red, and come in,cither by collation 
{from him, or particular Patrons, and 
- not by thePeople;and that their pow. 
: er hold dependance upon home, and 
not foreign Authority: [t is dangerous 
in py. 1 the Croſiars res 
e 


-ceive not their Power from a Regal 
_ Sword. CHAP. 


"- 


 Enchiriazuws. 


ENHAFP. LY. 


T is a perilous weakneſs in a State 

to be ſlow of reſolution in the 

time of War : To be irreſoluteinde- 

termination is both the ſign, and che 

| ruine of a weak State: Such affairs at= 

tend not Time : Let the wiſe Stateſ(- 

man therefore abhor delay, and re- 

{0 ſolve rather what to do, than adviſe 

what to ſay : Slow deliberations are 

Symproms, ejther ofa faint Courage, 
or weak Forces, or falſe Hearts. 


CHAP. LVI. 


E a Conquerer hath ſabdued - a 
Country,or a City abounding with, 
pleaſures, ler him be very .circums. © 
ſpe& to keep himſelf, and his Son F 

diers temperate, Pleaſures being et? 
feminacy ; and effeminacy fore-runs 
ruine: Such conquelis, without blood 

or ſweat, ſufficiently do reyenge ®} 
{themſelves upon their intemperate 

oalF Conquerours, CHA P.. 


/ 


© --: x8 Enchiridio.” 
CHAP. LVII. 

JT is an infallible ſign of approach- 
 *1ng ruine in a Republike, when 
Religionis negle&ed, and her eſte- 
biiſh'd Ceremonies interrppted : Let 
therefere chat Prince that would be 
potent, be pious; and that he may pu. 
niſh looſneſs the better, let hjm be 
religious. The joy of 7er»ſalem de- 
pends upon the peace of F$7oy, 


: CHAP. LVIII. 


| LEt that Prince that deſires full 
Soveraignty, temper the great- 
= neſs of too potent a Nobility : A 
| great and potent Nobility quickens 
+ the people , but preſſes their for- 
* tunes: It adds Majeſty toa Aonarch, 
| but diminiſhes his power. 


CHAP. IIX. 


4 I] isYdangerous for a Prince to uſe 
_ ® ambitious Natures, but upon ne- 


: ceſlity, 


ce 
Sk 
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o lent greatneb : And that they may be 


Enchiridion. Cent. r 
ceſſity, either for his Wars, or tobe 
Skreens to bis dangers, or to be In- 
{ruments for the demoliſhing-inſo- 


the leſs dangerous , let him chuſe 
them rather out of mean births, than 
noble ; and out of harſh natures, ra- 
ther chan.plauſible. And always be 
ſure-to ballance chera with thoſethat 
are asproud as they, . F-91 


CHAP. LX. 


] Ec Princes be very circumſpe&t 
in the choice of their Counſel- : 
lours, chuſing neither by the greats 
neſs of the beard, nor by the ſmooth» 
neſs of the face; let him be wiſe, but 
not crafty : active, without private 
ends + conragiouss ' withour malice; 
religious, without .faRtion : ſeeret-; 4 
withour fraud : one better read 'indis 
Prificeſs buſineſs , than his nature & 
and a Riddle only to be read aboye. * 
CHAP." 


«4X 


" : Cent. r. 


CHAP. IN. 


| JN amixt Monarchy, if the Hierar: 
® chy grow t00 abſolute, it is wif 
dom in a Prince, rather to depreſs it, 
than ſuppreſsit : All alterations in a 
fundamental Government bring ap- 
parent dangers; bur too ſudden alte. 
 razion: threatens -inevitable' ruine, 
When Aaron made 'a Moulten Calf i 
Aﬀoſes altered not the Government, 
but reproved the Governour. 


" Enchiriduon, 


CHAP. LXII. 
-” TD Efore thou- build a Fortreſs | 
* -£  confider to what end :. if forre-| -* 
ſitance againſt the Enemy, it is uſe-| : 
{ lefs; a valiant Army is a living For-f' 
| rreſs: If for ſuppreſling the Subje&; | J? 
itis burtful:-it breeds jealouſies, andj T 
*. jealouſies beger'batred : If chouhaſt| fer 
| aftrong Army to maintainit, it add of 
- nothing to thy ſtrengrh: ifthy Armyſ per 
- be weak, it-conduces much to thy j 
WEL | - danger 


** 
2 4 


danger : The fureſt Fortreſs is the 
hands of thy Souldiers; and't 
ar Citadel is the bearts gt thy Subjects. 


ith. CHAP. LXlIIL, , 
na | a”; 


ap-} JT isa Princely Alchymit, out;'of g © 
x | necell#f War "ro extra abt 
ne. nourable Peace; and mote beſeem- 
alf.] ing rhe Majeſty of aPrince, to thirſt 
ne, after Peace, than Conqueſt : Bleſſed? 
neſs is promis'd to the exce-maker; 
not to the Conqueror: It'is k happy 
State, whoſe . Prince hath a peaceful 
hand, anda martial Meart,” able both 
(s ; | 0 uſe Peace, and to manag< War,  * 


fe] CHAP LXV, 
| 17s a"'diffionourable thing for'a 


ind} Pririce ro/"rpn in "(debt for' Srate 
aſt} ſervice ; but ro pay it inche I 
df a Criminal Offence * is moſtdan® * 


gerous, To cancel the faults of Sub- 
Keds, with their deſerts, is not 0 
_ Tie C _ the; 


_ 


G—_ _ , 
the Symptom: of abfandered Comp- 
Road, bur ut.alſo o.okber Ruine., 


Fo" ERSKTINY: - 1:55 
| L*: not a Commander be too wiſh ce 


qyaetg,, 
| a4 chit bel m 
| vnefe be oy a pf Run he thalf an 

bein danger, eicher theoigh his own 
ambition, os his Princes ſt og. 


"CHAP. txvi, 0 [it 


IT is a great overſight ina Prince. thr 

- * for any reſpeRs,,gither Aftively, ny; 

or Paſfively,to make a Foreign King-{ the 

| dorpirong, He that gives means+v gro 
angcher kh, ecome powerful, weak*| ſun 

ela with pe crablexhyo to taks det 

bis.awn weakneſ bet 


thy 
Win 


Wi 


420.9 Cents” 
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CHAP. LXVIL, 4% 


Hen ' the khumours of the 
people are ſtirr'd by dif- 
contents, 'or popular grief, it is wiÞ-| | 
domin a Prince to give-them 
rate liberry to evaporate :. He that! ' 
turns the humour 'back too: andy 
makes the wound bleed i | 
CHAP. LXVITL 4547 


and fills the body wich partes, | 


T_T CO 


[IF having levyed an Army, thou 


| findeſtthyſelficos'be weak, 
ce, | through-the want of Met! or Moc 
8-1 the | greates. .th Pnconvenience 
{01 grows; If once:t y bg. falls a- 
ket delay : Sou wry tare 
of berimes; thouhaſtthe ady 

winne the day : It isleſs Ehonone 
ny C 2 _ 


ly,f *y; the longer chondelayeſ? ro fight; ” 

«| ſunder; thou ecrain| on 
Jy men, and mayſt*} 

if: 


-Cant. T./ En hiridic Js 


| to be overcome by force, then by 
flight. | 


-» CHAP. LXIX. 


--[T is the part of a wiſe Comman- | 
.der in Wars, either Offenſive or | 
Defenſive, to work a neceſlity of | | 
qenang into the breaſts of his Soul. } 
rs: Neceſlicy of ation takes away 


the fear ofthe AR, and, makes bold | 
| Reſolution the ſavourite of For- | 
rune, | | 

CHAP. LXX. X 


"*Lemency and mildneſs is moſt 
proper for a Principality, bur 
reſeryedneſs & ſeverity for aRepub- | 
lick , but moderationin both: exceſs | | 
in the one breeds contempt, in the | *, 
t 

t 


Qcber hatred, when to ſharpen the 

t, and when to ſweeten the laſt, 

. ket tinie-and. occaſion direRt-+ thy 
judgment, 


CHAP, 


C - Fo 


E uchiridion. 


CHAP; LXXI: 


JT is very requiſite for a P-ince that 
deſires the continuance of Pezce,in 
time of Peace to encourage, and re- 
p ſpe& his Commanders : when brave 
Spirits find. negle&-to be the effect 
of quiet {imes, they deviſe all meats 
y to remove the Cauſe, . and by we 
ſting inducements to new Wars, 
ſturb and unfertle the old Peace , 
buying private honour with publick 
4 — 


CHAP. LXXIE. 
* E not covetous for priority in, 
d- Bp adviſing thy Prince to-a doubt- 
. ful attempt , which concerns his 
uw State :"if it proſper, the Glory muſt 

© behis, if itfail, the diſhonour will 
\ be thine : when the Spirit of a Prince 

Y} is oppedin the diſchirge, it will re- 
coyTand wound the firſt adviſer, 


STS? C3 CHAR 


" Cem. 2, 


Enchiridion. 
CHAP. LXXVI. 


*F F being the Commander of an Ar- 

"4 my, thoueſpieſt a groſs and mani- 

-feſt error'in thine Enemy, look well 

»rothy {elf, :for treachery is not-far 

_*off z He whom defire-of victory 

»bindstoo-much, is aprtoſtumble at 
- is own Ruine, 


"i CHAP, LXXLV. 
| Þ is the height of a provident 


' $. Commander not only to keep his 
own deſigns indiſcoverable to his E- 
,nemy; bur likewiſe to be {tadious to 
-difcover bis: >He that cart beſt do the 
"one; and neareſt puels at the: ocher, 
'Isthe next ſtep toa Conqueror. But 
'the that falls1n both, muſt either a- 
*frribeHhis Overthrow-ro his own fol- 
-ty, or his yiFory to the hand of For- 
tune; 


"Fo CHAD. 


Q Onan [ll dd AO = Wm h.3..co- 
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Pyehiritior. Ceitt. x. 
_ CHAP. TAXV: 
F'thou be artibitious- 6f:Honot a 
yet yn = Fray + on 
ſo'behave t at 
Rs ſatisfied 4 this , ge 
feket Metit, and notfame; and that 
thon- artribureſt thy - qt 
ther t6 'Providente than» thy: oak 
Vertae>honvi? is « harideborouiet 
defervet ; and\whoeveredvyrd the 
paymetit of a debt ? @ juſt advances 
ment is a providential at , andwid 
ever envied thea& of providence ? 


' CHAP!” LXKVI60! | 7 


} T behoves #Privce 10'be very cir 

which being madecnd en, 
made,and then 

5 he Gene of his'Honour - 

that obrains4 Kinpdom with the ba 

ture of his faith, hath gair'd the glory 

df a'Conquft, but hoſt the NIE 


a $ Conquerour. 
C 4, CH , 


-Enchiridion 


CHAP. LXXVII. 

; Er States, that aimat,greatneſs; 
L beware leſt. new-Gencry multi. 
ly. too. faſt, or grow too. gtorious; 

where there is too great a diſpropor- 
_ tign betwixt the Gentry and the 
common Subject, the one grows in- 
ſalenr, the ocher Nayiſh ; 'Whehihe 
hody of the Gentry grows too.glociy 


Helmet. - 
©... CHAP, LXXYIL,.  :: 


[] Pon the-beleaguering of a City, 
let the Commander endeayour 
tortake from the Defendants, all feru. 
ples which may invite them. co a ne- 
eeſbiry of defence;;.whom Ke of 
Navery:neceſſitaces ofight,the bold. 
nels of: their ,xefolution. will .dilads 


< - 


-yane" ge the aſlizhants and difficilitate 


hes the War, and they are hopetul ig 
, "I 


$44. a " We Ti 


ous for a Corflet, therethe heads of | 
the vitſgar wax too. heayy for the. 


their deſign : Senſe of neceſlicy juſlir | 


_—_— Mo 


cc” = 


| edge of ſituation, wich pleaſure; 


E nchiridicy, Cent, r- _ 


their Arms, who have no other bope 
bur.in their Arms, | ia 


CHAP. LXMIS. 


7 is good for States & Princes (if 
they uſe ambitious men for their 
advantage ) ſo to order:things;, that. 
they be fill progreſſive, .rachec than- * 
retrograde : When ambitians. men 
find an open paſſage, they are rather 
buſie than dangerous , affd if well 
watch'd in cheir proceedings, they 
will catch chemſelyes in their own 
ſnare, and prepare a way for: their 
own deſtruction. 


CHAP. LXXX:;. 


Fall Recxeations, Hunting..js. 

moſt proper to a.Commander 4 
by the. frequency whereof, he ;may 
be inſtruQted in that neceſſary knows. 


Cy, » be 


which,” by earneſt experience, would | 


"IP+ 


, &EC 


Cent. 7. Emnchiridios; 
be dearly purchas'd, The Chaſe is; 
fair reſemblance of a hopeful Wat, 
propoſing tothe. purſuer a flying E- 
nemy..  * 

CHA P; LXXXI. 


þ 2-4 the Army of thy Enemy 
-- 00 phin and eafie ground, & ſtil] 
'ayoid mountainous and rocky places, 
and Rraic paſſages, to the ucmoſt-of 
thy power : iris not ſafeto pirch any 
where, wherethy forces cannot be 
brou ght cogether : he never deſery'd 
the-name of a_ good Garmefter, that 
* Hazards his- whole Reſt ,'\uſpon tel 
- than the ſtrength. 'of ' his- whole. 
Game. 
CH AP: LXXXl. 


JT matters- not much. whether in- 
* Governtnent thon cread-chie ſteps 
of ſevere Harnmbal, or gentle Scipio, 

ib thy 'a&ions be honourable, am 

thy life vettuous : both in the one, 
andche other, there-is _ oh 


_ 
' 
y. 
1 
I 
J 
A 
n 
£ 


(ter wherher black or white; 6 the 


| | hw! Tis the _ way ina Martial eh- 


itt 
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Enchiridion, Cenit:T. 

and danpet ifhor cofreted ind; ſap + 
bro by rhe fhir repure dfſothe ex 
ny endowments : No m6 


"Steed be yo0e. 
C HA P. LXXXII. 


, to cominit 'the main: 
chat mri Conpanions intorit= ' 
har hegeconfuſions| intheCamp* 
When two 'abte Commardets are 
joyn'd m-equal Cothmiſſion, each is 
apr to'think his own way beſt; nth 
mutual chwarting each other, 
give opporttnity othe Enemy, 


"CHAD. IXNf{y.' | 
is 2 Kg point of rn |; 
ER Hd 


et. Enchir;dion. 
a hand;ſeſtin ſuppreſſing one,there a«. 
riſetwo : a fo current is ſoon itop+ 
pe; but a ſtrong ſtream reſiſted, 


CHAP. LXXXV. 
T'makes-yery much to- thy adyan-- 


vertnes,and vices and humours of, fo- 
reign Kingdoms, whereby the'times- 

ſhall read, uſeful LeRures to the 
times preſent:He that would ſee what 
hal be, lx im conſider whas bat 


CHAP. ,LXXXVI..., -» 


| = and preat things,be like ſar 
liz; ' ſtout to execute preat cam- 
mands.:: It. isa great blemuſh in Sove- 
Pomer whiſpers: If chou canſt not exr 
ecute as. freeſy as than yl 


% 


_ mayeſtas freely execute. . / 


reaks into-many, or overwhelms ally 


*tageto obſcrye {tritly theNational | 


F, like Andi ,. thou-command | 


bt 


= 


Ln og 


will bear it ) give-him-no time x0 ad» 


.  andihedangercicher of denial or de- 
lay ; He that gives time t0 reſolve, 


| aſſaults, .buc hughang ber firengchfo 
hach-a 


Enc bividios. 
CHA P.: LXXXVII. 


IF.-one Prince deſire to obcain ay 
ching-of another, jet him if occaſign 


viſe; Let him.endeavour to make higm 
ſee a-neceſlity of ſudden reſolution, 


erves.lcafureto.deny, and warning g 0 
prepare. 
CH AP. EXXXVITL... 


+ Etnot chine Army at the firſt er 
:COQUNter beryaprogdigal 1 ant 


a dead lift.; W henthe Enemy 
bated che fury of his firſt foo let hj 
then feel thow; haſt reſerved th 'Fa 
Ces ark EE blow: 2 { foul the 
nour _ d,byb 

Eopſeghe go ſoy GIN 


"fray 


"Cee, x. 


| keep 


fo = (heing quick 


 Wythilidion. 


CHAP. LXXXIX; 


; Jr is yery requiſite for a Prince to 
rhe Church always in proportis 
"Of torhe State.1f he Governmieft of 
| -theentds Afomrehical , ad: the 6- 
'ther Democratical, they will agree, 
like Metal joyned with ay, bur for 
-a while. Durable is thit State, where 
Hye commands the people , and 
where 'Mfofes commands Aaron; bar 
moſt happy in the continuance, whete 


God cotnmands both. 


CHAP KC, - 'f 
i Eo" Covetouſnefle 6 


LCapthic-purloynto his AYP 


wriny whny” Bereave his 'Souldiers/ of 


profit due unto their ſevyice ; <i- 
it their means,ot + Such irt- 


tire by 
ities) arcncver i | 
{685 earn with 'thet: TO 
Tas if not erfoy' d | 
# in {6122 Bartel. : 


+ ©," 


a e = & = hk awd 


* 


CHAP, CXI. no 


JF: a Prince expect vertuous Subjelyy, 

ſet his SubjeRs have ia yertucus- 
Prince, fo —_ the don Poe 
thevices of his degenerate Su 
ſo ſhall chey eaten — 
follow it, being exemplifted'irurheiy: 
Prince. . 


. CH APp.' CXIF. 


IT is the: property of a wiſe Cit 
mander, to caſt atteye rarherapon. 
ARons, than upon Perſons, and 1; 
ther to reward the Metits of Men} 
than to read the Lerters-of Ladies;F 
that for favour, or reward, prefers : 
worthleſſe Souldier \ detrayes-a\ X 
dom, to advance #Traycor. [> ia 
4 O01: ED 


.CHAP.. KEIL: v4 


Here Order and- Fury are: 
well acquainted , the Wat 
proſpers,, 


W. 


—_ - 
T=py 


I; : Enhividias. 


men than they begun: Order is quick- 

.ned by Fury, and Fury is regulated 

 byfOrtler : But where order is want- 
ing, Fury runs her own way, and be- 

"ing-en unbrifc'of: irs own {trengrh ; 
fai ingin the firſt aſſault cravens; and 

fach, beginning more than Men, end. 
lefſethan. Women. 


CHAP; XCIyV. 


IF is the quality of a wiſe Comman- 
i: :der,co make his Souldiers confident 
of his wiſdom, &;their own ſtrengths 
Ifany danger be, to conceal jt; if ma- 


FArmy withthe juſtnefs. of the War, 
and with a certainty of the Victory. 
A good cauſe-mikes a ſtout heart, 
ada ſtrong arm. They that fearan 
deerchrow;areMalf conquered. 


T-. . 
32 bo 
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| proſpers, and Souldiers end no leſle | 


899 2-5 2, mn} 


, to leſſen it : Let him poſſeſs his: 


. . - 
4 h 
» % S@ ©» « 
_ 
E _ CHAP 
. 
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Enchiridion. ©  Centory%” 
CRAp:; CY; ES 

T is requiſite in a.General,to miny-- 
| gle Lovewith,the, ſeyericy of bis 

' Diſcipline:They that cannot be in- * 
ducedto.fear for Love, will neverbe 
inforced to love for Fear: Love opeys 
the heart, fear.ſhuts.it:That cnconrar 
ges,this compells, And ViRory meets- 
encouragement, but flees compullion.. 


CHAP. XCVI. 


T isthe part of a well adviſedState;. _ 

never to entruſt a weighty ſervies,.. 

unto. whom a noted. injury, Or / 
diſhonour hath been done, He can”; 
never be. zealous..in performance of 
ſervice, the height of whoſe expects» 
tion,can rather | ecoyer a loſt Namg, 
than gaina freſh Honour... | 


CHAP, XCVIT. 
£ Rd ways thcre be to. begina 
" 


- Repute, ahd gain Digaitiesz0g 
Commons. 


_ Common. wealth. The firſt, bythe 
yertue of gforious Parents, which,till| do 
thou dogenerze t09 teh; miyraiſe] der 

_ thee'tponthe wirigs of O pion; The 
-* Tecondis, by affocating with thoſe, 
_ Whoſe Attions are known eminent,| ]1 
Thethird, by-ating ſome Exploit, | -t« 
dither pnblick-or prryare'; -whicty in 

y hand Harh' proved. honourable, 

hetwis felt may mids being fortb | oi 
 ed.on Opinion : the laſt ſeldomfails, 

*being grounded upon Evidence. 


22 CHAP. XCVIE: 
PF ®thok arc tall'd-to the Dighityo! F- 
Þ a Commander, dignify thy Place 

' by thy Commands: And that thouſ wh 
mayeſt be the. more perfet in com-| of 
manding-others, practice upon thy] Cr: 
Felf.” Remember thou art a Sefvant] 00! 
to-che Publick weaft, and therefore] yo! 
forget all Private Reſpeds, either off the 
Kin or Friend. Remember thou art] are 


Champion for a Kingdom , forget 
therefore all Private AﬀeRFions; | 
TONI0 , ff 1 


 Enchiridion Cont © 
the ther of Love'or Haze.” -Hethar woukt: © 
til]-dohis Counrry righr, uotagaatos 


x ſenſible of a perſonal wrong. 


fe CHAP. XCIX, - 
nt JTis the parc of a wife Commander 
it, | to read Books not ſomuch-as Men, 
inf gor Menſo much as Nations. He ther 
x1 can diſcern-che inclinations, condith. 
1&| ons, and paſſions of a Kingdom, gains 
ls, | dis Prince a great advantage both in, 
Peace and War. | 


:-- CHAP;©. Lam 
A Ndyou, moſt High and \ 
a Princes of this lower WorlC, 
zou] who at this intricate chro gin 
m-j of War, vye Kingdoms, a 
a Crowns; and by the death of your 6 
nownred Subjects , gain the Fives 
Dre] your botd-hearced ei Know, 
off there is a 2-0 Warranto whetet 
£4] are to give account of your Eye Le 
pet] rious ations, according to the 


_ ruks of faered Jultice ;* 


ware : 
4 
vV 

\ 


Tents 1. Enchinidion. 
'warrantable it is co rend Imperial ' 
Crowns from off the Soyeraign heath 
of their too weak Poſſeſſors;' or-to 
ſnatch Scepters from out the conqu& 
red hand of Heavens annointed Mz] : 
zelty, and by your vaſt ambitions, ſtill Te 
toenlarg2 your largeDomnnions, with| gre 
Kingdoms. raviſht ftrom-their natural] Ye 
Pas, judge you ?. Olert your braye Th) 
igns, and well-weighed aQions, be He 

_ as-juſtas ye are glorious, and conſt: 
der, that all your Wars, whoſe ends Re 
are not to defend your own Poſſeſſi.|  : 
ons, or to recover your Diſ-poſſeſli- 
ons, are bur Princely Injuries; which 
none but Heaven can right.But where 
neceſſity ſtrikes up her hard Alarms, 
 erwrong dReligion beats her zealous 
Marches, Go on,and proſper, and et 
bothSwords andStratagems proclaim 
Coty noſe nois'd Renown may 

Hl. che World with your eternal Glo- 


ry. 


The Endof tha Firſt CENTURY. or 
Sy q 
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"|To the fair Branch -of 


growing Honour, and true 
Vertue, - Mrs. ELIZABETH 
USHER, only Daughter..and 
Heir .apparent .to _ the. moſt; 
Reverend Father in God 4 
F AMES; Arch-Biſhop of +. # 
Armagh, Lord Primate * * * 
of all Ireland, 
His Grace; 


SWEET LADY, 


Preſent Tour fair hands with this 

" my Enchiridion, to begin a new 
Decade of our bleſs. Accompt : If 

it adde nothing ts Tour well-in- 
Irntted Knowledge , it may bring 
omeWwhat to Tour well-diiBoſed Re> 
membrance > © © 


ie Eviſlle Dodicato 


ou my endeavoiy. The / 


- Where, 5f 10 You but: the 
b- keſt Sep. Af "rage the gf Soede a Tau 


at in the way whith You haw 


\ 


hd, 


w ” atwEbverous 
of Your Happineſs, 
. in bothKingdoms 


Wedlaem | 


| Cobras: If cher I wa. _ i | 

: which Fewe, andriz affettion whichi 

bear Tour moſt Icompargble Parenth,| 

Challenges the mt "ld of my ability; | 
uld1 

happy ſbould F be? Gy 


when bf my Hand canne| - 
Haditou, my Heart foull follow You; | 


] genier th wade: of mp Powe |. 
6 -# s/w; fhe -ripour ef my 


3 * Ty * 
"ps \" > 
S: d ” + 2 
- 
= 6 
; 


«i ckoriding, 
0nd 'B 


"CHAr. IL. 
padngrr). 


= i the ns 


be that performsir, 
ther : he that breaks ; it, m 


LIED f : *, 
uw | | 
Cent. 2. 
: * "_ 


CHAP. Wl. ; 
4 
Cf is a naked Child, giving 

honey to a Bee wichour wings: 


a Child; becauſetender and growing; 
giving honey betanſe-hony is plea- 
{fant and comiortable; to a Bee, be 
* catife a Bee is laborious and deſer- 
| .tving; without wings, becaule helpleb 


han ſuch, | thou  Ftelervelt, q 


2EA'xp; "m1; 


__ 


Bi: thy interdhbitla of any 


deſign, weigh the Ll tet thy 


wa iris Dead ronepleRtit; 
EE ble exceed rhe F = 
Borwdroi ws I it; if the baſlati 


naked, becauſe excaſeleſs and fim p'; 


'Aa wanting. If thou denieſt co fuch, | 
thou killeſt a Bee, if thop: givelt to] 
oh 


& at- 
tempe; moE ig out h che | 


--"--— opp thy owt re 


; FR 06 thou' know the laws 


419 of thee, hold it asthy honour, and 


ALLE 


CHAP. IV.” 


fulneſs of the action :whis 
thou defireſt to undertake ? letthy |. 
| devotion recommend ic to diyine, . 
blefling : if it be fawful, thou ſhale 
perceive thy heart encouraged A. | 
thy:prayer- :'if unlawwftl, chou , 
find thy prayer diſcourag'd by thy; 
heart, That aRion is not warratitts 7 
. ble, which. either bluſhes ro beg a 
bleſſing, or having ſucceeded, dares * 
not preſent thankſgiving.: io: 7 [ # 


4a 


q CHAP, V.: hs 
F evil men ſpeak good, or good 


men evil of thy converſation, ex- 
amine all thy aRions, and ſuſpe&, - 
thy ſelf, Burif evil men; ſpeak evil 


by way'of thankfulneſs, loye! them - 


DT Sue to hatethee, 
#7 


bur upon condition, that chey con» 


* # a F 0 
— 

>. 

p97 mY 0 
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CHAP. VI. 
'F zhou-hope to pleaſe all thy 
ihopes are vain; if) thou fear-ro | 
- Y diſpteaſe fome, thy fears areidle, 
; She way to: pleaſe thy ſelf, is not to | a 
. difpleaſeche beſt,and the way to dif- | of 
- pltale tbe; beſt, isro-pleaſe the moſt : 
þ 2f-cftowcanſt faſhionthy ſelf ro;pleaſe 
= all; rhby thalc diſpleaſe bim. that is 
” alin Al. | 
nr 4 CHAP. VII, | 


neighbour, in yain thou profeſſeſt | th, 

Srlovets God + for by thy love] ne 
ro God the love to thy neighbouris| py 
begocten.; and by the love to thy] Ho 
| cighbour, thy loye to God is nou-| dif 


© thou negleReſt thy love to thy | on 


CH af P. VEE 


F -_ '1\ 


Hy. ranee. in unrevealed . 
Myſteries, is the Mother of l]. 
ring Faith; and -__ under{tar 


f 
: be i / . : 4 - 
Wt ff vb 
.. oo - 0. va - 9 4 * as oy 
, _ V © "RE, <*. s 5 


| in revealed Truths,'is 'the Mother of* * 
a acred Knowledge : ungerſtand not * 
y | therefore that thou mayeſt belieygz 
20 | but believe that thou mayeſt undety 
e. | ſtand :. Underſtanding is the wages of 
0 | alively Faith, and Faith is the reward _ 
if- | of an humble i ignorance. b 


fe CHAP. IX. 9 
T)Rideis the Ape 'of Charity; | « | 
P Joe | 


ſhow,not much unlike, but 
what fuller of ation, -In ſeeking. the -* 
by | one, take heed thou light notupoh 
eſt | the other : they are two Parallelss 
we | never bur aſunder ; Charity fees che” - 
ris] poor; ſo does Pride: Charity an - 
by | Hoſpital, ſo does Pride : in thi they © 
ou-] differ , Charity gives her glory p. | 
God Pride takes her glory from Man. 


» FW 


: CHAD. .X. Y ao CY 


025% 


ALT AG thou loſt thy mon 
logl:4. & doſt thou mon? 0k 


'- Cent > Webs Lad 

| "It before thou hadſt it; be not trou- 
| bled: perchance if thou hadſt not loſt 
It now,it had loſt thee for ever : think 
therefore what thou rather haſt eſ- 
caped than loſt : perhaps thou hadſt 
not been ſo much thy own, had not 
thy mony been ſo little thine, 


CHAP. XL. 


God, if thou wanr'ſt charity for 
| neighbour, and think mor thou 

- haſtcharity for thy neighbor, if thou 
want*ſt faith to God, where they are 
© not both together , they are both 
wanting , they are bothdead,iF onte 
divided. 

CHAP. XII, 


Y PLarter noxchy ff inchy ich 
thy 


E not too flow in the breaking 
4 off a ſinful cuſtome: a-quick cou- 
'ragious reſolution is better than a 
nal deliberation in ſuch a com- 


| T6 
* * 
34 "x 


at, heis the brayeſt Souldier, that 
Y , lays|+ 


SOS SO n= 4 z- 


7. 7 CS. ©” as 


*] reliſh the love of God: Thy lovets 


Enchiridios, Cette? © 
lays about him without fear or wit, 
Wir pleads, fear diſheartens ; He tha 
would kill Hydra,had better finike 


one neck than five heads : fell the 
Tree, and the Branches are ſoon cut 
off, 


CHAP, XII, 


E careful rather of what. thog - 
doſt than of what thou haſt; for * 
what thou haſt is none of thine, and ; 
will leave thee at thy death, or thow 
the pleaſure of it,in thy ſickneſs. But: 
what thon doſt,is thine, and willfol- 
low thee to thy grave, and plead for © 
thee, or againſt thee, at thy reſurs * 


rection, 
CHAP. XIV. 


F thou enjoyeſt not the God of 

love, thou canſt not obtain the 
love of God, neither until then canſt 
thou enjoy a deſire to love God,nor * 


Godis nothing but a faint refletion- | 
A _ D3 of _ 


F Cent. "2. Enchiridion. | 
| of Godsloveto thee' : till he pleaſe 
- 20 loye- thee , thy love can never 
| Pleaſchim:. 

| CHAP. XV. 


| 18 Ec not thy fancy be guided by 
| ond Be epe;nor let wy will be g0- 

erne ancy : thine eye may 
e deecived ; her obje&, and thy 
> fancy may be deluded in her ſabjeR: 
* Letchy underftanding moderate be- 


_ Jeryiy judgement arbicrate berweey 
- thy fancy andchy will, fo ſhall thy 
apprehend what is true :,f0 
ſhall chy will eleX what is good. 


 - CHAP: XVL 
 *2. irafcible,as thy concupiſcible af- 


- feQtions « To endure injuri:s with 2 
Þrave_mind, is one, half of the con- 


tweehthine eye; and thyfancy, and 


 *p2*Ndeavour to ſubdue as well hy | 


EE IE” E ., Ee DD T_=rAA” PT 


Re | 


NC 


1 .queſt; and co abſtain from pleaſing}. ”" 
A der el 4 | 


| Gagt 1.41 ,,149l 43 5 
| F He oneward ſenſes arq:the,comp -. 


'noiſe, and preſents it to the come. 


wee” 


evis-with a couragieuys ſpigic..is.þhe - © 
other. The ſymm- of-all humaninyy - | 
and: height of- magxal:; perfe ad 
Bar, and Forbegr. tO 27710 20 ADIOS 


F, 6.0197 ROY 
CHAP, XVIF..: i i} 


mA 
=—Y {| bs "1 p $5 ; 
}F choudeſire;nov to: beit00,,Poggy + 


* deſire; not. tg be; roo; Fig, p bigs 
rieb, . not tails ee ; 
he chat: covets no;more./:- an 4 
pgor, not that enjoys fitcle, ; bus: 
that w/4nts too; havebs The: eonter 
mind warits:nothing which 6 bath 
not: the covetous; buride wans not) 
only what it hath not, bur likewhÞ.- 
what it hath;7; 477 'E ; 


CPAP: \YVIIL, :7 <4 | 


mon Cinque-ports where every -: 
ſubje& lands. towards: the. undet- - 
ſtanding, The ear hears a confuſed 


D 4 mon- 


"Catz  Frchiridn 

mon ſenſe. 0 common ſenſe di- 
'  Ninguiſhes the ſeveral ſounds , and 
'- Eonveys it tothe fancy. | The :fancy 
wildly deſcants on it. The underſtand- 
_Ing(whoſe objeR is truth Japprehen- 
+ Ging it to be mufick, commends it 
judgment. The judgment ſe. 
- verally and jointly examinesit, and 
= Fecommenisirto theWill, The Will 


CHAP. XIX. 


He way to ſubje& all things to 
| & thy elf, is to ſubje& thy ſelf 
- ToReaſon : Thou ſhalt goyern many, 
- YfReaſon govern thee: Would thou 
; be crowned the Monarch of a little 
World > command thy ſelf. 


| Choſe objeRis good ) approves it, | 
| A diſlikes it; = pe. — re- 
- Cords it. Andſoin the other ſenlgs, 
- gecording totheir ſubjeRs. Obſerve 
- This progre/7, and ſhalr eaſily 
-{ findwhere the defe& of every action 


woe 


—— ww cou... + 4c cc —_— 
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CHAP, XX. 


T Hough thou giveſt all thou yt 
| tor charity ſake, and yet retailt- 
eſt a ſecret deſire of keeping £ forthy | 
 ownſake, thou _y _ it har 
rſakeſt it. He that hath relinquiſht” 

if we and not himſelf, harh forſt- | 

, ken nothing. He that ſefs not his heart 
on what he poſſeſſes, forſakerh all. 
things, though he keep his poſleſli> 
QUqls, val 


CHAP. XXI, 


Earch into thy ſelf before thoty* 
accept the ceremony of honours; 
If thou art a Palace, honour(likgs 
the Sun-bams) will make thee mong” 
glorious : If thouart a Dung-hill, ze” 
Sun may ſhine upon thee, - but nog: 
{weeten thee. Thy Prince may give 
honour, but not make thee honoura: 


Dx$s 


F 
"HAD* 


CHAP. XXII. 
AL Veryman is a King in his own 
Ke Kingdom. If Reaſon command, 
and Palljon obey , his government 
+ Jpeaks#go0d King : if thine inordi. 
nate affetion rules, it ſhews a proud 
* Rebel; which if thou deſtroy not, will 
: fepole thee. a There is no mean' be- 


- fe of a Prince, 
CHAP. XXII 


A Vow, aPromitfe, and a Reſolu- 
c tion, .have all one objeRt; only 
+ Qftcr 1n reſpet of the” perſons 4p 
Lrhom they-are made. The firſt is be. 
Swecn God and man, The ſecond 
awe min and man. The third 
Demeen man and © his own ſoul, 
They all bind; ifche.obj2&-be law-- 
ful” ro neceffity of performance: if 
qanlawful, co the nereflicy of fin ; 


of the deatkofa Rebel , and the 


gpalltake thee priſoner, if the ob: 


Do 8 c.D© yo + 


je belawful, thy performance hacks - 


| <!ditc:l 


on 9 =. 4x BL " ®. > * p - bt < __—_ 
4 l *, —__ I ; | 
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redeem'd theeif unlawiul, blood ang 4 
tears muſtranſome thee, - |. L119 


k ? £ 2 a = 
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CHAP, XXIV... mo yt 


JF thou haſt 'any buſigeſsof conſe-? 
quence in agitation ,, let thy cate 
be-reafonable, and ſeaſonable. Coy ; 
ana! ftanding benrweakens the BOW, | 
too:haſtyodrawingdbreaks\tc: Marg 

thy cares with thy cloarts; :fo-thal © 
thy reſt ſtrengthen thy-labourz-aridſ;; 
ſhall thy: about fwecegn thy 3elk.2 142 
2Z0G0U v3 23,208 

CHAP. XXV. 

TJTIVXX JTAHD 
: 7 Hen thy inordinate aff 
ny mo URIOEY r 
£3117 OAtory <nhappinessy: dence 
themithugiltbjnk wwhihy ſelf, 4folfig 


et dead 
what wreath hahah by give zit>0 
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RENE, ..Enchiridien 
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* mortal. Then reviſe thy affections, 
-and weigh them with their objeR, 
and thou wilt either confeſs thy fol- 
Iy, or make a wiſer choice. ._ 


CHAP, XXVI. 
vw Ith three ſorts of men enter no 


| ſerious friendfhip: :.:the ins 


grateful man;the mulciloquious man. 
the coward : the firſt cannot prize 
thy-fayours; the ſecond cannot keep 
thy connce, the third darenot yin. 
gicate thy honour. 


CHAP. XXVII. 
F thoy defire the time ſhould not 


paſſe roo faſt, uſe not' roo much 
| | icy: blazes 


l 


* tory; nor'T' with it, becauſe I am © 


—_— amen a £A aA ans ac Tc. OCC2A4A iz —_© 


{nfible of the flux of Time, - | 


_—_- 4«-f-wadhs: 


$” 2 Sie Spun ton 


 Ekthiridion. The 


(weetlier ſatisfied at the time of & | 
Deve. | | 


CHAP.» XXVBL.. 


Od is Alpha and Omega, inthe | ' 
great world,endeayour to make JF 
him ſoin the little wn _ bing 
thy Evening Epilogue, and eby Mor | 
ing Prologue, practice; to makehim 
thy laſt choughr at night when thow 
lleepeſt ; and thy firſt x phone inthe 'Þ 
_—_— 9m Is :oſhball F 
y fancy ber :ſanctified In nds | 
andthy underſtanding ractibed in 
— bm fo ſhall thy reſt Sopenehn, # | 
bours proſperens, thy life pious L 
hy Ceth loo OmmG he 
| CHAP; XXIX; - | 


BE cifeumſped in the che W- 
gy... _ mo 's 


+ 4 b- 
1 Le g = ” . h » * H . "Lo * 
-— "3 þ 5.1 


| -Wmore'pleaſure, in the ſociety of thy | tl 
Faperiours' thou ſhalc find more pro- | F 
fic: to be the beſt in the company, is | p! 
: the way to grow worſe : theheft | cc 
- means to grow better, is to be the |: ct 
> worlt there. it 
I th 
441, CHAP. XXX. C 
SIM DET -3; | | $687; 

Er nenOrd eſpecially inthy des 4, th 
- £77 yotion }: in the ab\tract; rather P pr 
- thari the _ - mou concave 
Ebim good,cthy-tinite chonghts arereds 
05 Doterduianerhac gntkiringes 
evgd fibjett h>3f hou: thinkethjd | 
"pfext] thy Samgjedconceit:as (africa 

Mt hwminod compreteiiible vi | wr: 
Sereeonceiveliouterefore;a diffu; þ ma; 
Ted goodneſs wirhour quality; arid res | fire 
pr - 8 him - an incomprehenſible - | out 


greatneſs withotic quiadciry® buil 
Lliods +1 GHAPmdKKXfas, £ 


w_ | | 
Fchoruns trac Religion'de notK. 
ye met; or niet; yr” | - 


as T1 


v5 FF” 2 


; therefore profeſs it in thy life; -- 


*% 
+ F prote& it to thy Gejeb. . 
E.: 


> 


+; 


theſe marks thou ſhalt 'diſcov 


| 


|: croſs not the Book of Truth.Thirdlyg . 


/ 


Firſt, it i5 a Religion chat "ek ling : 
pleaſure in the expence of blood. S&- 
condly,ir is a Religion whoſe Tenents 


iis a Religion that takes moſtftolns- 
the creature, and gives moſt tothe; * 
Creator : if ſuch a* one thou meet 


with,aſſure thy ſelfit is the right, | 


. 9. 
wy ee et ea ae ne OT ——_ 


C HAT. "XXX. 1 | 


Wo anothers pafſion be * leurs: 

to thy reaſon, ard let _the Ships» 
wrack of his tnderſtanding be a Sea» "| 
mark to thy paſſion: ſo ſhale thqu ggin” 
firength our of his weakneſs ſaffty Þ 
out of his danger; and raiſe yielf i 

building ojit'of his rpities;'*"? ty *W 


-— CHAP.” X$Xnp*/ 1019090 
IN the height of thy proſperity ex. 
peRadverlicy,bur fear it nor, if ie” 
_ "toy þ comT4.5 


- 


, 


. 
_ 


& : mn" E*hw1gn, 
not, thou-art the more ſweetly 
ſt of the appincl thou ha(? = 
* the more ftrongly confirmed, if it 
came, thou are the more ntly dif- 
poſſcit of the happineſs _ badſt, 
- gandche more firmly prepared. 


O tremble atche Agcot thy ſin, 
= makes thy faith the leſs apt co 
- tremble: che Devils believe and trem- 
| ble,becauſethey tremble at what they 
| believe; their belief brings trembling, 
by trembling bripgs belief, 


> CHAP, XXXV. 


| 4 Uchology is the way to Theolo- 
gy:until thou ſeeſt chy ſelfemp. 


PI can never truly reliſh the ſweets 
" heſs of Gods mercy, that neyer taſted 


— of his own.muſery. 


—— Sw — 


.- { 66 3 


| iy, thon wilt.nor, defire to be fill'd; 


——_——— 
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CHAP. XXXVI. 
Js any outward affliQton fallen up- 
onthee by a temporary loſs ? ad» 
| viſe with thy ſelf, whether itbe re« - 
coverable or not : if it be, uſe all ſuck 
lawful and ſpeedy means ( the vio- 
lence and. unſeaſonableneſs whereof F 
may. not. diſadvantage thee in the 
purſuit) to recover it, if not recove= + 
rable,endure with patience what thow 
canſt not recure with pains : he that F 
carnally afMi&ts his ſoul-far the” los: 
of a tranſitory good, caſts away the 
kirnel, becauſe he hath loſt the ſhall 


CHAP. XXXVII. 


Nee anger glances into th& 
1 Vbreaſts ofwiſe men, but reſts in” 

the boſom of fools : in chem it isif=. 
firmity , jn theſe, a ſin : there isa na» Þ 
tural anger;and there is a ſpiritual an» * 
ger;the common obje of thatis the - 
perſon; of this, his vice: Be angry, but. 


£ 


i) 


Cent. >>. ebiviifn. 
+ Jin not : He thatisalways angry with | 
+ "72s fin,ſhall eldom'ſjnin hisanger. 


£ 
4 
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| © CHAP. XXXVIEE" 
| T ary hard affliction hatly ſurpri. 


- ”zed thee, caft one'eye_ upon the 
* *hand'chat fent it, andthe orher-upon 
he Fk chatbroupht ir; if hon thank. 
"Fully receivethe meſſage, He that ſetic 
At will diſcharge che meſſenger, 


CHAP. XXXIX.” 
LA Hpiotare good or bad.ac- 
®=2L\Y cording to their objeRs: where 
theobje& is abſolutely-good, there 
" the (greateſt paſſion 1s too little ; 
> where abſolucely evil, there che leaſt 
| P32 on is t00 much. -, where, indiffe- 
© rent, there'a hcrleis enough... 


CHAP. XL. 


- AJ Hen thou doſt evil that good 
-+;7 "- may come: thereby, che. eyil 
WM b . 


ith | ifarely thine : if good ſhonld ha . 
_ | pen ml enſue upon tlie evil at 
{ | thon haſt done, the good proceeds 
from God; if therefore thou'do evily” 

] thereby to occaſionate a good, thou 
-.| layeſt a bad foundation! fo? a good" 


Ht. 
he 
dn | God-may ſerve thee: where the En 
k. 
nat 


tention, / ® 

\-» 1. CHAP, XLL. 299% 
+ PE as far from deſiring: the pox rf 
L lar love, as fearful to-deferverdg 


@ | fber will cruſh thee to deſtrution:to+ 
eſcape the firſt, be not amhicious; 49. 
ayoid theſecond, be nor ſedicious, © } 


CHAP. XL1I. 
WW Hen thou ſeeſt miſery-in. th 


al | 
") FF 
& F - TLIG AS 


+ 4 a w* P kk: 
_ : == # 
» hiri: FoY, : » | — 


building ; and ſerveſt the Devil that» 


ofevilis goodintheantention, thers- 
the end of that good is evil if the ext 


popular hate; ruine dwellg, in both $$ 
the one will bug thee todegth, rhe o-=Þ 


-” . 


brothers face, ler him ſee} 


þ4 oY 
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—_ 
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| mercy inthine eye: the more the oyl 
| of mercy is powr'd on him by thy" 
oY: the more the oyl in thy. Cruſe 


"Afhall be encreaſed by thy Piety. ras 
E | 50 
CHAP, .XLII.. | 
End not books alone, but men, 


=... and amongft them chiefly th 

"J6lf; ifchou nd aoy ching nails V 
+ ablechere, uſe the Commentary of a | ,, 
Leverc friend, rather than the gloſs | 
a ſweet-lip'd flatterer : there is | ;;, 


acre: profit in a diſtaſteful cruth, | 
han deceitful ſweerneſle, in 
ax ce 
L- CHAP. XLIV. W! 


x £ - 

{FF the opinion of thy worth invite 
L@ any to the d:fire of thy acquaint- 
, Yield him a reſge ſurable to 
3 llity : too great a reſerygtion 
© will expoſe thee to the ſentence- of 
5 ide; toc ealle acceſs will "_—_ 7 
= t T7 LS 


—_—X Xx 
64 
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| | thee tothe cenſure of folly : things, * 
” | too hardly endeayour'd , diſcourag 
| the ſeeker : too ealily obtain'd diſpge. 
rage the thing ſought for : too eaſily 
# got, is lowly priz'd, andquicklylo 


CHAP, XLV. © . 


| Hen conyeniency of time hath: 
| ripen'd your acquaintance, be 


| | cautious what thou fay'ſt, and curte=" 
| ous in what thou doſk : obſcrve his 

| | inclination: if chou find him weight, 

> | makebim thine own, and lodge hin; : 
in a faithful boſom : be not raſhly ex» I 
ceptious,nor rudely familiar; the one 7 
will breed contention ; the other 
contempt. 1 


* : p A oy > a - 
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CHAP. XLVIL __ © 
"VV Hen Paſſion is grounded upon. | 


Fancy, it is commonly bur'6f;# 
ſhort continuance : where the founs- ; 


OO 05 7, ww F.C 
" 
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© -dationis unſtable, there the building 
© $snot laſting -: he that will be angry 
| for. any cauſe, will be angry for no | 
" «cauſe ; and when the underſtanding 

” perceives the cauſe vain, then the 


Judgment proclaims the effect yoid, 


CHAP. XLVII. 


&- JF thou defire to purchaſe honour 
= with thy wealth , conſider. firſt 
* *how that wealth became thine:if thy 
- Habour got it, letthy wiſdom keep it, 
- foppreffionfound it, let repentance 
- *reſtore it : if thy parents left it, ler 
- "thy yertnes deſerve it ; fo ſhall thy 
- Honour be fafer,better,and cheaper, 


CHAP. XLVIIL 


: "S-ys Bafilik, whoſe eys are full | 
AJ of venom, it theeye of thyſelf 


'L 
P 
1 
tl 


T 


* ſee her firſt, - it refleRs ber own poy- 


bk: 
þ.- : 
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.. fonand kills her if ſhe ſee thy.ſoul, k; 


i EE 


Funſeen, or: ſeen too- late, witt 


S* 


7 8 


royſon ſhe kills thee : ſince therefore } 


| thou canſt not eſcape thy ſin, ler nat 
thy ſin eſcape thy. obſervation, 
| CHAP. XLIX. | 
JF thou expedeſt to riſe. by the 2 

means of him whom thy Fathers * 
greatneſs rais'd from his ſervice to © 


court preferment , thou wilt ,be- de- 4 
ceiy'd : for the more ineſtgem thou *Þ 


art, the more ſenſible is He of whag 7 
he was, whoſe former ſervitude i 
be chronicled by thy adyancement, 
and glory obſcured by thy greatneſs: - 
however he will conceive'it a dead -# 


ſervice , which may be interpreted 7 


by thee, asa merited-reward, rather Þ 
than a meritorious benefit, | 


y CHAP. L. 

; [ | : * . 
'F Kult not to the . promiſe of a 
| 


Lk common fwearer, for he. that 


dare 
Ly Ka 


' | 3 3p 


- Care ſin againſt God , for neither 
| profit nor pleaſure, will rreſpaſs a: 
punt thee for his 'own advantage. 
; that dare break rhe precepts of 
\ his Father, will eaſily be perſwaded 
Ye violate the promife unto his Bro- 
racer, | | 


- = Rds - _ 


CHAP. LL. 


| | | 
Et'the greateſt part of the news Þ t 
cthon heareſt be the leaſt part of } | 
E What thou believeſt, leſt the great- J ' 
| eſt part of what thou believeſt be the | fi 
F leaf part of what is erue. Where lies | y 

'are eaſily admitted , the Father of | tj 


ies will not eaſily be excluded. ſe 
th 
CHAP. LII. he 


| wy long before thou con- | 
| ſecrate a'Friend, and when thy 

- jnipartial judgement concludes bim 
' worthy of thy boſom, receive him, 
'. Joyfully, and entertain him wilelyzJ ma 
2M umpaity +. 


Yen ' 


vie ſecrets boldly, a jad mingle. 
; the or obo _ withhis : He is thy very 
felt; and uſe him fo ; if thou firmly 

| think him faithful , thou mak'ſt him 
ſo. 


CHAP. LIII. 
A® there is no worldly -y gn mae 
out ſome loſs; fot e is * 


worldly loſs without ſome ga If 
thou haſt loſt thy wealth, . on it S 
oſt ſome trouble withir, if thou art 
degraded from thy honour, thou are 
likewiſe freed from the firoak of. Ett= 
vie; if ſickneſs hath blurr'd chy beauy 
tie, it hath deliver'd theefrom pre 
ſerthe allowance againſt the loſs, a 
| thou ſhilt find no loſs great : He loſes © 
hecle or nothing, that reſerves himſelf, 
| | 


11K CHAP, LIY. | 


hy 1 - 

im F thou defire to take the belt ad. 
im, _ of thy ſelf / eſpecially in | 
y; 4 matters where the fancie is moſt eme 


E ploy dh iy 


0 


| - | . : ie . ., «Pp : "wn _ 
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| ploy'd)keep temperate diet, uſe my- 
| gerateiexerciſe, obſe: ve ſeaſonible; 
| md ſc hours for reſt; let the end, of 
| chyifiriifleepraiſe thee from thy re- 
| ,poſe : Thenhath thy body the belt 


|. Incumbrance : Then no noife ſhall 
{ diſturb thy car; no obje& ſhall di- 


| 


| Kincytranſpoit thee nor beyond the 


| the 2agazinof high invention, re- 
tirn thee to thy wanton bed, and 
there conclude thy ſelf more fic to 
wear thy Miftreſſes Favour , than 


| pots Bays. 


CHAP. LV. 


thy mony;leſt ſh- commard chee: 
if thou know how co uſe her, ſhe is 
- thy Servant , if not, thou art he 


temper : Then. bath thy ſoul the leaſt Þ. 


| $erethbine eye: Theo, if thy.ſprightly | 


tommon pitch.,- and ſhew thee not | 


F thou art rich, triveto command 


- Save, 
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' loſt a Daughter. ®.« £1 02 
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CHAP. LVL. "4 


'P Ring thy Daughter a Hinbandul 
Jher owti Religion; andi'of not 

reditary difeaſe; Let his wildortt e 
weigh his wealth : Lerbis parentage. 
excel his perſon, and let his years ex= 
ceed hers;let thy prayers recomme 
the reit toProvidetice: Tf he p 
thou haſt found a Son; it 'not hon t 


CHAP. LVI. © 38; 
QO uſe Proſpe. ty, that Adve 
may not abuſe-thee2'4if this; 
Security admits no fears;in the other, 
Delpair will afford tio-hopes: He thae © 
n Proſperity can foretel a danger,can 


in Advyerſity foreſ; yen \$ 
» # 


-e 


CHAP. LVII: i 1083 

]* thy faith: have no doubts; 'thby 
haſt juſt cauſe co:doubt thy Faieh3 
x; ty doubts haveno hope, thot | 
E.2 


Pu 
hot 


-{Daſt juſt reaſon to fear deſpair, when 

| | therefore thy doubts ſhall exerciſe 

| | thy faith, keep thy hopes firm to qua- 

| lify:thy doubts, ſo ſhall thy fairh be 

| | ſecured from doubts : fo ſhall thy 
doubts be preſerved from deſpair, 


l 
Ef.” CHAP. LIX. 


| | thou deſire ro be truly valiant, 


fear to do any injury, He that 

cars not to do evil, is always afraid 

to ſaffer eyil : He that never fears, is 

deſperate; and he that fears always, is 

| a cowatd: He is the true valiant man, 

[| ghardares nothing but what he may, 
|| andfear nothing but what he ought. 


. % 4 ” 


; CHAP. LX. 
| / A Nger may repaſt with thee for 
+£ an hour,but not repoſe with the 
for a night:The continuance ofAnger 
| ws Hatred; the continuance of Hatred 
* enirns Malice.. That Anger is not wat- 
| tantable which hath ſeen two Suns. 


*1 


. + B id 


| 


CHAR * 


Enchiridion, + 


' | | 1.5 
| _ CHAP: IXL' |*!':up3 
F thou ſtand guilty of oppreſſion 
] or wrongfully pofſeſt of anothers 
right, ſee thou make Re T6 
| forethougiveſt an Almes-: "if othel 
wiſe, what art thou but a Thief, and 
y makeſt God'thy Receiver. ©: * 4 
r CHAP. LXIL. *2 
'S Hen thou prayeſt for i itfo 
ie tual graces, ler thy prayer 
, be abſolute; When, for' tempor 
7, | Vleſfings, anda clariſeof Gods ples 
; fure : in both,with faith;and | 

tion, fo ſhaltthou undoubtedly re- 


ceive what thou defireſt, or more, of 
better, Neverprayer rightly made, 


w 1 was made unheard, or heard, uhs 
ne | granted. ”, 0 


&r CHAP. LXII, 2” 
ed F E that gives all,though butlicdle, 
gives much, becauſe God looks 


not to the quantity of the gift, bare” 
thequaliry of che Givers ; Hethigt* 


E3  dclire 


| 


_ 
+ > 


LL” 


2. Enchividine. 


+ deſires to give more than he can, hath 
[ | equall'd hus;gift to bisdefire 
|| givenmore than he hach, 


| S1=f1 ye 


and hath 


#4 


.CHADP..LXLV. 


. 


Tiches, not too eager in ſeeking 
m 


Br \nat- to0 greedy-in deſiring 
[| 


em : nor t99;e0vetous-in) keeping 


{| them : nor too paſſionate in loſing 
{| them: the firſt wilſpoſſels thy ſoul of 
| diſcontent; The ſecond will diſpoſ- 


Se thy body'of reſt; The third will 
thy wealth ofthee, The laſt 
iſpofleſ6thee of thy ſelf : He 


[| that is too violent in the concupiſci- 
{| _ble,will beas violent in the iraſcible. 


l , 


| CHAP. LXV. 


i. 


: 
, 
, 
: 


: 


BEnot 20s caſh in the breaking of 


_© aninconyenient cuſtom: Asit wa? 
'Sotten, ſo leave'it by degrees. Danger 
{ne} upon too ſudden alterations ; 
:Heehat pulls down a bad building by 
(thegreat, may beruin'd by the fall; 
2Butbe char: takes: it down _— 


»i+a © 


"= 


; 
% 


r_ 


Eachividith. 


Brick _—_ live wy build a berter 


| EHAn: ixVt, 3 J-T ij 
Ire —_— deſire that ineſtinla nelitas 

grace of faving faich, deteſt thatidy 
g | fatiable vice of damtable. coverohſls 
gs | neſultisimpoſiible ont hoard 
g | neyerſa:doubte) ſtonld | 
g | Faidnpoſleſfesthee of:wbarchoulindh 
of | not ; Covetouſneſs diſ-poſſesthtanf 
| whitthouhaſt : Thou canſt not ſerve 
Il God unleſs Mammon/ſervethee. 


& | 


th 
Wn | 


7 Mo ry gd orls 
e + ©HAp, -EXYHo- 13 fl 
1- WHTh '1t : 3danod nj 
_ of tine chati is foto 
ger : anger when. tis long/im 


coming-, is the- ſtronger whew it } 
comes, andthe longer kept; :Abulſad 
5 | * patience turns tofury: when i 
r_ | the ground of paſſion, that under 
ſtanding which 'compoſes the 
qualifies the paſſion , Bar when ju 
mentis the ground, e's memo ory 

therecorder, | \rnaak 
it) E 4 


hd 
my 
. 


| 


of 5 « \ By 
- : "Af 4 - \ 
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Fichiridies; 


CHAP. LXVIIL. 
E that profeſſes himfelf thy o- 
pen enemy, arms thee againſt 
| aeort he means thee, but he that 
| diſſembles himſelf thy ſecret friend, 
| Nrikes beyond caution, and wounds | 
| abovecure;from the 6r&thou mayſt. | 
| Fonrririnrih from the laſt, good + 
renee 


CHAP. LXIX. |þ 
F thou Haſt wrong'd thy Brother 
in Teconcile thee to him 


| | i t; if thou haſt offended bim 
4 in « Tet thy reconciliation be in 
| 


words , if hou | treſpaſſed againſt 
| 


fiimin deeds, by deeds be reconciled 
to him: That Reconciliationis moſt 
| od, which is molt in kind, 
IN Ot to pive to the poer, is to 
take from him : not to feed the 


10h if thou baſtir, isthe ow” 
of | 


CHAP. LXX. 


3 


Re Oy row bt, 


. can afſwage that fire which fin hat 


pentance hath drawn: 


—— I EEE 


. leſt : if vercue prefer thee; ' yertus 
will preſerve thee , if gold or fvolie 


— <Q © 


Emchiril Os. | Cen 4 
of thy power to kill him: That theres 
fore thou may'ſt avoid both ſacrilege 
and murcher, becharitable. 


CH AP. LXXT, 
O ofcen as thou remembreſt thy: 
fins without grief, ſo oftenthog” 
repeateſt thoſe ſins for not gnevingÞ 
He thit will not mourn for the evi 
which he hatch done, gives earneſt. 
for the evil he means todo; Norhing 


made, bur only that water which res 


A 


CHAP: LYXHf.,- 8 

Ook well before thou: leap into: 

the chair of honour :-The highs” 

er thou climbeſt, . the lower thon tal=' 


advance thee;chy honour is but pinn'd- 
upon'th: wheel of Fortune; whe, 
the wheel ſhall turn, eliy tonous 
falls, and thou remain*ft an eyctiat6- 
7 Lok E.z T 


% de® 


+ Pc hiridion, 


pa>.,” 


CHAP. LXXIII. 


E are born with our tempta- 
tions : Nature ſometimes 
Preſſes us to evil, ſometimes pro. 
| vokes us unto good,if therefore thou 
wivelt her more than herdue, thou 
nouriſheſt an enemy, if leſs than is 
| fafficient, thou deſtroyeſt a friend : 
” Moderation will prevent both. 


CHAP, LXXIV. 


4 JF thou ſcorn not to ſerve Luxury 
# +..in thy Youth;, .Chaſtity will ſcorn 
thy ſervice in thy Age, and that the 
Will of thy green years thought no 
Vicein the aRing,. the neceſſity of 
dy, oray hairs makes no, Vercue in 
forbearing. Where there js aq 
- Conflict, there can be no. Conquelt , 
Where there is no Conqueli, there 
20 Crown. 
3 7%a0l 


— 


-_ 


| ing Monument of thy own ambitious 
folly. 


hc 


as Sb AL 


Enchis ox. ; | I* : L +. 
CH AP. LXXV.- 10 
Hou didſt nothing towards thy 
own Creation, for thou were. 
created for thy Creators olory;Thow 
malt do ſomething cowatds thy own 
Redemption, for thou wert 
ed for thy own good : Hethat m 
thee without thee, will not fave thee 
without wes. | 


J Tur Ws | 
1 00G T7] CHA P: -LXXSVT,7 ; 302 
VW Hen thy tongue and hearrgh 


gree” nor in conteſlion GS 


conſefſion is not agreeable to 
Plealure + Hethar confeſſes with his: 
tongue, and. wants canfefliqn in His 
Yoarsyrisicirher 4 'VaIn mars, Or-AN ITS. 
pacrite»;! He that: hathrconfeſlibat TY 
his hearty and wantsit!inhis tongues: 

iseither Kprould ma, or xtijn Lad 
aft od { WOY - 13; 1 
C H A P. LXXVI.. J 
Getoo wah 7 
F | : 

lags add a  baſt-Gody: 

21:4 therefc 


TY Prchiridbin. 
therefore thoſe things unto Ceſar, 


which are Ceſar, and thoſe things 
unto God , which are Gods. 


"LA CHAP. EXXVIIL. 

in the commiſiion of evil, fear ns 
man ſo much as thy own felf :, ano- 

ther is but one wicneſs ag inſt thee, 

if chou art a thouſand : another thou 
{ May*ſt avoid, bur thy ſelf chou canſt 

x Qot ; wickedneſs is, its own puniſh- 
{ JRENL.. 


Lo: CHAP, LXXIX. 

N thy Apparel avoid Singutarity, 
I © Profuſeneſs and Gaudineſs, Be not 
| god early inthe faſhion, nor roo lite + 
| De is: the- half way between 
# Aﬀectanon.and neglect :' The Body: 
|| 3 oct Shell of the Soul, Apparel is ) 
the Husk of that Shell : The Husk 
| gh tells you what the-Kernelis. 


{ EMAP! LXXX, Loh 


L i Rane land SY 


FE uchiriaien. ; | 6 
kfe be ſedenrary,more tending tothe 


IS exerciſe of thy body ; if active, more 
co the refrefhing of chy mind:the uſe 
of recreation is to {irengrhen thy ls 

| bdour, and-ſweeten thy reſt, 

[2 

>» | CHAP. LXXXT. 


e, BP E not cenforious , for thou 

know'ſt not whom thon judgeſt, | 
ſt itis 4 more dextruus error'to f 
I well of an evil may, than ill of a good 
man ;- And ſifer for thy judgment to 
be miſled by fimple charicy, thanuns 
l, charitable wiſdom : He may tax 0% 
»Þ | thers-with a-priviledge, thathathinats 


7; |. in himſelf, what Others oy ray,” 


iy | jt {3 
y | CHAP. LXXXIT. 

5 | : 
k Ake heed of that honour whic 


thy wealth hath purcha] dy 
for its neither laſting,north ine © ah 

cr? rh wes mc yp 74 ervins 
A. decays,rhry ti dur diesy 
it d ur's ſippery Happineſs wh 


o 
by "= 
- 


7 Ceat 2. Enchiridjn. 

-—__ can give, and trowns can 

. and not worrh the owning 

hich a nights fre can melt, or a 
| a0ugh Sea can drown. 


CH A P. LXXX1I. 


F thou canſt deſire any thing not 
.to be-rep2nted of, thou arc in a 
A. way to happineſs , If thou halt 
ar'dit,/thouartat thy ways end-; 
<3 is not happy who hath al} that he 
deſires, buc that deſires notbing but 
hr is g00&; if thou canſt not do 
' whae thou need-nor repent, ;yet - ny 


—_—_ moco - woo cE ic... —_ LE 


| 
| | 
F 
[ 
| 


te 78g: repent: nhat thy necelit+ 
I bath done. 


c 

ca AP. LXXX1V: y © 
z © g 

n 


a hundred years -in Eartfl 
| F, Ba px and- after. thad,: 4 6 


ki towhich being.ſparng | © 
ale a 4 80G and '16-'thara fem; f F* 
{mares lo Glrok ol 


mw 20k 


In 
S 


- Enchiriaion, COney: 
end, asthe firſt are ended,and all ſhalk:* 
be ſwallowed with eternity : He thaei 
is born to day, is nor ſure to live” s 

day;he that hith lived the longelt, is : 
but as he that was born yelterday ; 
The happineb ot the one is, thathe 
hach liy'd , the happineſs of the other 
is, that he may live; and the lor 'of* 
bothis, that they mult dye :- it 3$ hos 
happinzſs to live long , nor untappiy 
neſs to dye ſoon ? happy is he that 
hath liv'd long enough co dyewell. 


CHAP. LXXXV. 7 


E careful-to whom thou giveſtg?” 

and-how : he that gives/bim that! 
deſerves not , loſes bis gift, -and-bewr; 
{ traysthegiver, he that canfersrhigr 
gift upon a worthy receiver, .makews: 
many debtors, and by giving, re- 
ceives ; raleens; whe fotibs own 


ends, makes his gitt a bribe; andthe, 
rectivera priſoner : 'He that-gives]/ 
Often , teaches requittauce -to'the 


. 
Wa - - receive 
Dj mo 2 IR 


; ? be - 


- Wt 


CI; - Enchiridion. 


receiver, and diſcovers .a craftry-con- 
dence in the giver. das; : 
|, CHAP. LXXXV]. | 
| | 4 4th any wronged thee ? Be j 


bravely reveng'd : leight it, 


and the works begun, forg.ve it, 


Wf and 'osfiniſh'd : he is below humfelt 
i qhat is. not aboyean injury. 


© 


CHAP. LXXXVI.. 


WY Ec not thy paſſion mifcal thy 
& &.- Child, leſt rhou propheſie is 
& fottunes : let not thy tongue curſe. 
tim; leſt thy curſe return. from 
whence it came : Curſes ſent in the 
room: of bleflings, are driyen back 
rich a-doublevengeance. | 


17 *CHAP, LXXXVI0.. 
EN all the Ceremonies -of the 1 
,*Charch which remain indifferent, }: 2 


TE x S j 15 : & < Y "ON 
* ” >; k,- » | , Y | 


Enchiridion. =, Cent,” 
do according to the conſtitution of 
that Church where thou are, The 
God of order and Unity, who cret» 
ted both the ſoul and the body, ex- * 
pes Unity in the one , and Ordet 

in both. . ; 


] Er hy religious Faſt be a volunt&s#- -- 

ry abſtinence, not ſo much from 
fleſh, as fleſhly chonghts, God is pleag © 
fed with that Faſt which gives-t9 
' | ther; what hou denieft to-thy 
* | and when the aftlifting of thy own * 
| body, is the repairing of-chy Braz-: 
1 {| thers. He faſts truly chat abſtgins ads - 
" {| |}, grieves really, pives chearſully,and” ? 
» {| forgives charicably; - [' > 4 


CHAP. XC. roy 8 


}N the hearing of Myſteries keep : 
thy congue quiet : five words cot 
\ Zacharias forty weeks ſilence 


o 
o 
- 
x 
: 
# 
= «,. 
- « » 
, - A 


hoc 


: in 


' ach heights,- convert :zhy"queſtions 
3hto wonders:; net he Tue 
Thee ; the reaſonofthe Deed'y is'rhe 
Power of the Doer. | 


CHAP. XCT. 
Eride nothim whom the looſer 


; world call Puritane, *leſt thou 
- Offend a little one: if he be an Hy- 
', Poctite, God, that: knows him, will 
> weward him, if: 'zealous, that. God 
| > ehatnrypd will —_— _ 
-— oe | M616 ro s 

7 i krtienbe epi his own 
atges ': he thar judges, ſhall be 


poo 


CO long as thod art ignorant, be 
+ * nota ſham'd tolearn : he” that 1s 
"fo fondly modeſt ,” not to acknows 
F ledge his owndefeRts of knowledge, 
{ſhall in time be'ſo fouly impudent 


LE to 


CHAP; XCII: 


Oo wo 2 oo 


mz 


—_ — > TT 1: ff 75 awd 


hy = wa 


LONs 


'ber that thou mayeſt be circumſpet5 


Enchiredion. Cana} 
to raſtify his 'oufp igootinee, igno- 
rance is\che 'greatelk of ald} f 
ties; andjuftified the: chiefeſt of a 
follies. ; 


C HA P. XCIIH, 


F thou be-a Servant, deal -aſt by * 
thy Maſter , as thou :deſireſt thy 
Servant ſhould deal with thee: where - 
thou art commanded, be obedient4 
where not commanded \be provdents | > 


ſet diligence bethy erbdit, Me L. 
fulneſs be thy'Crown; 

erscredit be thy care; xr rot 

fare bethy content ; tet hen eye bg 
ſingle, and thy heart humble + be ns 


he thatin ſobriety is nothisownman; 
being drunk, whoſe is he? Be neithes 
contentious 'nor- laſcivions=/the 0h 
ſhews a turbulent heart, the other af ; 
idle brain, A good Servant isagreit | 
Maſter, | 


. a 
_— 
: Omg te 7 
4 C 


" Ce ZFrebiridor. 
CHAP. XCIV. os 

F* thefoundation 'of thy affe&-| 
on he vertue, then make - the], 
building as rich, and as glorious as x 
thon canſt : if the foundation be 
|. beauty, or wealth, and the building 
| re paler 

andit wi 

py ishe, 'the Palace of whoſe affe&i. 
en-is founded -upon vercue, walt'd 
; Withriches, war” with beaury, and | ;þ 
| Tor with honour, - a 
$7 > CHA P. XEV.; al 
TS mother bea widow, give het A 
= double honour, who now acts the | 
of a double parent. Remember 
l nine months burden , and her 
E ten months travel : forget not her 
ind nce when thou didſt hing ( 
i upon tender breaſt. Call tro min 
F-h he yers for thee before thou q 
} © the world ; and her cares 
{ for De thee when thou- wert. come in- 
# totheworld. Remember her fccret 
grows, her affeRionate tears, her 
broken. 


4 . 
= "4g 
"” - _ 
4+. 
pl a» - 
»- . & 


broken ſlamb 
{nightly frights, relieve her wants; co» 


| _— by —_— It Sha 
neſs in if{elf, by vain-glogys f 
friend of the flatterer, the Hs ble ; 


a 


AAP 27 


daily 


ers, he 


yer her ;imperfeRions; comfort her 


ge : and the Widows Husband will 


be the Orphans Father. .-- 
CHAP. XCVI. «+ + ; 
S thou defireſt the love of God 
& Man, beware of pride: it isa 
tumor in thy mind that breaks and, 
poy ſons all thy aRions; ,itis a worm 
in thy treaſure which eats and ruines 
thy eſtate, it loves no man, is beloved 
of no man, it diſparages vertue in 


envie, the nurſe of fury, the baud of 
luxury,the fin of Devils,and the devil 


| in mankind : it hates ſuperiours, it _ 
ſcorns inferiours , it owns no equals; -. 
inſhorr; till thou bate ic, God hates © 


moe.” 11 
CHAP. XC VII. 


$0 behave thy ſelf among thy» 
children, that they may. love and- 
honour -. 
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as _ Enchiriadra 


honquruhy preſence, be tiot too fond 
tel} chiey fear thee not: be not too hit: 
ter, leſt they fear thee too much, too 
nw fanmtlitticy.wil cmboldenthem; 


| . too littie countenance will difcout ag 


them.ſo carry thy if; thac they may 
rarher-fear thy diſple:ſure than chy 
correction : when - thou reprovelt 
them, doit in ſeaſon; when thou cor. 


F. receſtrhem, do it not in paſiion : a; 
- -g:wiſechild makes a happy farher, fo 


a wiſe father makes a happy-cluld, 
CHAP. XCVII. 


MW Henthiy band hath done'a good 
:! a, ,askthy bearr if itþewel 
done : the matter of a' pood 4Rionis 
the deed done , the form of a good 
aGionisthe manner of the doinp : id 
the firſt; aporcber-haththe comfort, 
and thou the glory; in the ocher,rhou 


- 
- # 


« that deed is ill done wherein 


. haſtthe cortifort;and God the gory | 
God's 


CHAR -. 


"1,137 Y, 'J.. 
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CHAP. XCIX. E*7 


| VV Old thou purchaſe heaven ? 
advife not with chy &wno-abili» 
ty. The price of beaven is what chou 
1} haſt; examine 1,0t what thorrhalt, but 
pl WD: thou arc : piyc thy ſelf, and thou 
x. | dalt boughcic : itchy own vileneſs be 
as by fears, offe:. thy ſelf ang cuou. arp - 
lo PIEGLULSS, 4 a 


CHAP: / a 


He Birds of the air die to ſuſtaift 
thee, the Beaſts oi che held diets 1 
nouriſh thee, the Fiſhes of the Sea die 
to feed thee. Our to macks are thiip ©? 
common Sepulcher, Good God with 
how many deaths are our poor liy m R. 


patch*d-up.! How full of;death Foy 

miſergble hſe of momeury oiant* 

| -Theend of the fra Cenauryt "i þ- : 
"x88; 
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” THIRD CENTURY 
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CHAD. I. 

£ T: thon take pains in what is good, 
* &.the pains yaniſh,the good remains; 
if thou take pleafure in what is evil, 
- theevil remains, and the pleaſure va- 
* Niſhes : what art thou the worſe for 
þ pains, or the berter for pleaſure,when 
4 ba are paſt, 


'S CHAD. II. | 
k I: thy fancie and judgement have , 
A greed in the choice of a fir wiſe, 
2 be not t00 fond, leſt ſhe ſurfeit, nor 
Þ.. viſh, tel? ſhejanguiſh : love 
| fo, chat thou mayſt be feared, rule ſo, 
| that thou-mayſt be honour d: be not 
- too diffidenc , leſt thou teach hero 
bu deceive 


ey £ av -_— =_y _ hoc. | =» WES 


| ES = \ 


- 26 hetbe s 20M. , "C "2 
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#© Se . " 


ceive thes, nor-t00 Cafpictonss ro 

thou teach her to abuſe thee : if thou 

ſee a fault, let thy love hide it ;.1fſhe- 

aqay- it, let thy wiſdom r 
: reprove her not apenly, leſt ſhe - 

rad gon bold , rebuke her not tau | 


ly, left ſhe grow ſpitefull : prac 

| nother beauty,leſt ſhe grow $44 
| boaſt nother wiſdom, leſt-rhou. bp 
od, | chought fooliſh;,,ſhew; her not. thy © 
ns; | imperfections, leſt ſhedifdainchees | 
vil, | pry notinto her Dairy, leſt ſhe; des . 
va- | ſpiſe thee : propbane, not ber Ears _ 
tot | with looſe communication, 
hen | defile the ſanRuary of her! modeſty ff 
an underſtanding. Husbagd, makes a 
diſcreet Wife z and ſhe a a happy Hufe 1 
band. 4 


WW kind TEL lp aj 


not thou pi of rl Lager . 
reo} Franton thy beart with” too my 


-E "——_— = p54 *® « 


| mink; leſt:ciou become vaintthe Sub. 
ſee of la vain mirth, and pro. 
auphter, is the cy of 


oF 


© on 16 CH4P. IV. 
Br pr thy tongue take. counſel of | 
Loneeye,ra erthan of two ears. 
Fo the' news chou wt PT ber 
ther Nale thin falſe, leſt thou' be] | 
* branded withthe name of Lyer:  Itis 
4## intolerable diſhonour ro be that 
- Which only tobe call'd fo, is thought 
roads ſtabb. 


$ % CHAP. V. 


Et thy diſcourſe be fuck, as thy 


% © judgement may maintain, and 
$04 company may deſerye, In neg- 
bn am =5/ thou loſeſt chy words; 
"fonocrblering the ocher, 'thou 10- 
t chy ſelf:Give wafth'to fwige nl 
wort co men, ſoſhale thou! 


| oy fag ro the Pg of E | 


RP” Fe 


of } 


be 


ah the ſafferance of thy Saviour; & 


} ence? compare it to 


- on mel is ho privn uf oo 


" IO C > Fy 3 - 


x 


ſelf, diviiiive oy: difcourſe 4 | 
xdyancementof thyhearer.” 1 7! 


CHA:PVE i 


þ Oſt then roar ander rhe ava 
mentsofa Tyrant? weighthem 


hey are no plague. Doſt thou : 
binder the bondage of a raving ſs | 

thy Saviourg 
paſſion; anditis no pain. Have the 
tortures of hell raken hold; of thy-de- - 
ſpairing ſoul ? compare it 20 thySavis 5 
ours corments, and it, 4''no L 


ment: tr ſn unequſlycomparcy by 

| faith enterctangeadly ; apply; 4 
pleaſures have 11v-ic for 
oo are the auchors-of his fuſes © 


1; DIET 


"cHap. vi. 223g 


Me thou baniſh* from 


{..own Country ? thank ny 
F2. 


- * 


"ih whe 


ky I $ « b 
# "Y _”- 
| ; £ 
G "+: ; 
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home, thou hadſt been' no Exul ; 
hadſt rhou commanded thy owne 
Kingdom , all. Kingdams:had been 
thy own : the Fool is baniſhe in his 
- own Country; the Wiſemen is in 
- his dwh Country, though bariſhe 
"the Fool wanders, the -Wiſemantra- 


 .veb. 


. 
+ , ; 


EE: GHAÞ: VIE. 


JN ſceking vertue, if thou find po- 
= yerty, be not aſhamed : the fault 
is none of thine, Thy honour, or di- 
ſhonour is: purchaſed by. thy own 
| actions. Though Yertue givearag- 
- gedLivery, ſhegivesa golden 'Cog- 


poor, bluſhnot. Thy poverty may 
* ——_— thee, bur not diſhonout 


\ 
: , R_ 
\ : JS? 


axwa folly : hadſt thou choſenaright | 


— —R— 


nizahce : If her ſervice'make thee 


CHAP, 

7 

es 6 oy » 
: : 


ceives thee, ifthou loyeit, it diſturbs”? 


thee raſh ; . nor to0- often, leſt 


— 


. . þ 
3013 Bg £YIONN £67717 FI 
CHAP,;:TX, 4% 844 | 


Aze not: on Beauty too much; 
leſtic blaſt'thee, gor too long; 
ſeſtit blind thee; nor too'near;leſt it 
burn thee:2/.if thow like it; it; Us 1 


thee ; if thouuſt after it, it deſtroys - 
thee : if yertue accompany it, it is ; 
the hearts paradiſe; if vice aſſociate © 
it, itis the ſoulspurgatory' : ,it isthe 
Wiſemans Bonekre', and'the Fools 
Furnkee.: 37 13291 4 

| CHAP. X:. A 


F thou wonld'ſt have a good ſer- 

rant, let thy: ſervant find a wiſe * 
maſter : let his food, reſt, and wagts | 
be ſeaſonable : let his labour; recrew. * 
tions, and attendance depend upon 7 
thy pleaſure : be notangry with bim » 
too long, leſt he think thee malici»* 
ous; nor to0 ſoon, leſt he 7 


5% 
” 


25 
IEEE \ 


count thee humorous. Be not too 


fierce, leſt he lovethee not, nor too 
remiſs, leſt he fear thee not; nor t00 | it 


iliar, leſt he prize thee not. Inf it 


ef, whilſt chou giv'ſt him theliber- 
xy of: a Servant, thou loſeſt 


. wo the majeſty of Maſter, z 
+b 2; CN&Kr38;'il:b | 


F thou deſire to be chaſt in Weds | b 
lock; : keep; thy ſelf chaſt before | b 
- thouwedd'ſt : He:that bath known 
_— unlawfully,will hardly bere- 
> ftrained from nnlajyful pleaſure, One 
; woman was created for one man. He 
| thac ſirayes:- beyond-thelimirs of li- 


; |- herty, 1s. drought into che verge of 
+ flavery. Where one is enough, mob 
—— ahd chree is r00 few. © 


CHAP. X{'. 


[1 thou would be juſtified , ac 
-— —_ juſtice ©: 


confeſſe 


— EY = TT _—_ 


: Enemy; "Blaſphemyis Wit Oarhgare : 
Rhetorick;, and Secrets are Proclgr.: 


Exchiridion. Cent..z5, | 
confeſſes his fin, begins his j pn | 
owards ſalyation: be that is ſo 

it, mends his pace : he that for Hons 
it.is at his journeys end. oc - 


CHAP. XIII, | Wa. 
TEST thou teprehend . anothers 
take heed. thou art -not.culpa | 

in what thou goeſt about to 


hend. He that cleanſes a blot with 
blotted fingers, makes a [greater blur, - 


CHAP. XIV. .:1 


Þ Eware of drunkenne(s , leſt alt 7 

good men beware of thee q1 ; 
Drunkenneſs reigns, there Reafonig\ 
an Exul; Vertue a Stranger ; ; 


mations Noah diſcover'd thati 
one hour,drunk, which ſober,be ke 
ſecret fix hundred yer 


'E 4 


— CHAP. XV. 
| "VW/ Hat thou piveſt to tlie poor, 
thou focureſ from the Thief, * 
but what thou withhold 'from his 
 neceffiry, a Thief poſſeſſes. Gods 
L- kehequer if the poor mans Box : 

Ly $ thou Rrikſt'a Tally, he be+ 
% ne eothy debtor. 


2 CHAP, XVI, 
; Th. no pleaſure i in the folly of 


an Idiot, nor in thefancy ofa 
I Lunatick, nor in the frenzie of a 
4 dock - = rye = objeR of 
4 , hotof thy paſtime, when 
cn brag bebold' how 
* thou art m—_— to him that ſuff-. 
red thee not tobe like them. There 
* js tio difference between thee and 
| them but Gods favour. 


, 


CHAP. 


31+ * SOR rs 
Enchi 15 . 
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CHAP. XVIE : .:4 


F being -in 'emnient place , thow®? 
' * haſt incurr'd the Obloquy of the”: 
muttitude, the more thou endeavol-"" 
reſtto ſtop the ſtream, the-moreFic® 
overflowes; wiſcly rather divete:the 7 
courfe of the vulgar humonr;,” by2M= ; 
vulging and fpreading ſomegdiou-s 
louz novelty , which. mal ®preſehc? 
new matter to their vyariousancy,; 
and {tive their tongues ifrdm off chy!? 
worried name, The firſt ſnbjehotf 
the comman yoiceisrhe taſFfien £14 
Gage: [4 3: © 11 33t mM 

' CHAP. XVIIP? 1% 

[F thou defire to- ſee ' rhy-Chil 
'.yeptuous, - fer him not. fee ths Is 

thers vices : -Thou canſt noe te rk 
thatin then; that they betiold pra 
sdin thee, till reaſpns be ripe,exai 
plesdire& more than precepts; 


, 


2.1 


a#thy behaviours before thy Che 


® +3 3 Q > 


Dent. ZEnchiridion. 
drens faces, ſuch commonly is theirs 
behind their Parents backs, 


CHAP. XIX. 


8 Ste Law and Phyſick only-for 
- :,.4 neceſlity, they that uſe them 
| Mtherwiſe , abuſe themſelves into 
Weak badics, and light purſes ; they 
arc good remedie:, bad buſinefles, 
* and worſe recceatiqns. 


CHAP. XX; 


{RE noroyer curiousinprying into 
- myſteries , leſt, by ſeeking things 
which are needleſs, thou omittelt 
things which are neceſſary : it is more 
- fafe to. doubt of uncertain matters, 
-thanto diſpute of undiſcoyer'd.my- 
Weries. - | | mts 

CHAP, XXL” :,-,' 


JT» what thou haſt received from 


o 4 
=o . 
rs » 


—- 


” God, eng a Be pan 
"8 7 ul 


1eits 


thou. haſt 


E xchicidion. | Cent'fs* 
ained a bleſſing by the 
hand ; if whac thou haſt caken from” 
the poor , thou givelt to God, rhow 
haſt purchaſed a curſe into the: bars 
ain, He that puts to pious uſes, whit 
e hath got by impious uſury , 
the Spictle to raiſe an Hoſpital , 
the cry of che one will out-pleadt 
prayers of the other. C 


CHAP, XXL _ 
Ec the end of thy 'argument bg 


rather to diſcover a doub fat 
Truth, than-a' commandie an 
the one thou ſhalt gainſbb[tanee; 
Pai ygatgye char flint. irikes 
eel in yain, that no (p} 7 
kles;. covet to-be Truths Champigh 
ar leaſ}o, hald-her golours,n. che 
PA agyalt the Ixurh, rk. ih 
6 overthrown g-1 w—_ wok 


4 _ Ie b 1yagn glody 
conque! EY ” 4 


q AH CH 
» 4 v0 v 4 


ne 


*T" Akeno pleaſure in the death of 
FT 'acreature; if it be harmleGor 
nfcleſs, d:ftroy ic not -- if ufefull, 
or harmfull deſtroy it mercifully : 
'He- that mercifully made his Crea- 
tures for thy ſake, expeRs thy mercy 
upon them for his ſake. Mercy turns 
ter back to theunmerciful 


® CHAP. XV: 

FE thouart call'd to the dignity of 
2a Prieſt, the' ſame voice calls thee- 
the honour of a Judge ; if thy life 
and” doarine be , thou ſhalt 
idoe others: it chy doQrine- be 
{,-and thy life bad , only thy 
elf </ if both be good, thou teacheſt- 
hy people to eſcape condemnation :' 


tocondemn thee. 


THT nt 
ET” 


P; is be and that bad, thou- 


CHAP. 


Enchiridion. '"Cen©3.. 


C H AP. XXV. 


JF thou be not a- Prometheus to 

adviſe before thou doſt,, be an / 
Epimethews to examine when thou 
haſt done : when the yyant of ads ? 
vice hath brought forth an improyi- 
dent a, the a& of examination.may © 
producea proficable Repentance, * > 


CHAP, XXVI 


F thou . deſire the happineſs of. 
| | © thy Soul, the health of thy Bo=: 
* | dy, the proſperity of thy eſtate, the 
preſervation of thy credit , cot? 
© | verſe not with a Harlot, her eyes: 
> | ran thy reputation in debr her- 
f lips demand the pxyment;her D cally. 
t\ | arreſts thee; her atims impriſon thee 
: | from'wlience, 'believeir, thou halt” 
x | hardly pet forth till.thou haſt either. 
ended the days of thy aps ve, 

the urmoſt farching ofthy eſtate. © 


Cent. 3. Enchiridion.. 


CHAP. XXVI. 


| Cys watchful eye upon thoſe 
- 2 familiars that are either (lent at 
- thy faults, or footh thee in thy frail. 
- Ties, or excuſe thee in thy follies; for 
- Tuchare either cowards, or flatterers, 
or fools : if thou cntercain them in 
- proſperity,the coward will leave thee 
in thy dangers , the flatterrer will 
+ quit thee inthy adverſity,bur the fool 
will never forſake thee. 


= CHAP, XXVIII. 


= - 
= bo - 


FF thou haſt an eſtate, and a Son to 
F inherit it, keep bim nocroo ſhorr, 
feſt be think thou liveſt roo long , 
Lkiac coy allowelt him, ler him re- 

ive from thy hand, as gift, nor from 
thy Eprvncedrih keep the reins 
of thy eſtare inthy owi hand, leſt 
tho! tbiſaking the foveraignty: of 2 
achier, he forger beeerrormnts 2. 


. 
Oo 


Child; let 


Enchiridzon. . Cent. 32 
his liberty be grounded on - 
thy permiſſion, and keephim wichin * 
the compaſs of thy inſtruction : let 
him feel, thou haſt the curb, hough | 
occaſion -urge thee not to check; 

Give him - the choice of his own»! 
Wife, ifhebe wiſe, Counſel his af17 
fetion rather than cros it, if thow:: 
beeſt wiſe, leſt his marriage-bed be 
made in ſecret, or depend upon; thy; 
grave. If he be given co laviſh comp? 
pany, - endeavour to ſtave him:'off 
with lawful recreations : be chearful* 
with him, that he. may love thy pres. 
fence, and wink at ſmall faults, th 
thou may*ſt gaia bim : be not always: 
chiding, leſt thou harden him, neith 
knit thy brow too often, leſt rhow 
diſhearten him ; remember, the difex 
cretion of a Father, ofr-tunesproms 


veats the deſtragion ofa Child. > -4 51 
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Enchiridion.” 
CHAP. $,9.00.6 
rE thou hide thy Treaſtire upon 


"the earch, how canſt thou expe: 
d find it in Heayen ? Canſt thou 
hopeto ba ſhirer- where thou haſt 


== ſed no ſtock > What thou givel(t 
ods 


glory, and chy- ſouls health, 


SeHid/ up in Heaven, ant is on- 


"thine : thar alone, which Shou 
jehangeſt, or hideſt upon earth is- 


'3 " 
= 


OH A: XXX. 


 Brard not in thy Pilgrimag?- 
u how difficultthe paſſage is, bur 


wh Heli it-rends, nor how _—_ 


is, /but whereitends': 


be cali, ſalpe&ir : if hard, Adin 


x he that cannot excuſe a bad way, 


* caſeth his own ſloth ; and he that 


$ina bad paſſape, can.neyer at= 


ta good j journys end. 


Ws ow 


. ws 


- 4 ſword 2in dhechers and { if thou 


war amrc,s 


_=_ ; ads l Ms 4 - l _ " 
O } » d . 24 ; , ht 
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CHAP. NXXI. 11922 | 

' 4 23” g 


M27 is both the generation & | 
corruption of purchas'd hos * 
nor: honor is both the child and Nave | 
of potent:mony /: the credit which - 
honour hath loſt, mony hathfoundy : 
when honour grew mercenary,mony 
grew honourable, The way to be 1 
truly noble, isro contemn both. . y 


CHAP. XXXIF. 4 

: 2143-3 

Ive not thy tongue t00 preat'®. 

liberry,leſt ic take thee p 

A word un potealelide is like the ſwords 
theſcabbard, thine, if vented, tf 


ba - 
UT TY 


fire to be held wiſe, be ſo wiſe as t 
hold thy tongue. 


CHAP, XXXIII, 
| JF ou be ſubje&t to any great 
n 


ity, nourtſh it not 7*if ie'w 


CINLCEL it 


' 3 - . . Fo Enchiridion. 

| Efitertained, encourage it not ; if it 
grow ſtrong; more;ſtrongly firive a- 
inſt it;if too ſtrong, pray againſt it, 
F Wit weaken not, joynfaſting ro the 
| Pprdyer;if ic ſhall continue, add per- 
ance'to. both,, if it decline nor, 
| dd-patience-to all, and-thou haſt 
| cpnquered it; - 1:50 | 

ES1077 * 


S CHAP. XXXIV, 


I Ath, any wounded hee” With 
A 4 Injurity? meet chem) with pati- 
pence ; haſty words wranckle the 
{Fround, foftlanguage 'dreſſesic, for- 
Lgireneſs curesic, and oblivion takes 
away the ſcarr, It is more noble, by 
+ filence to-avoid  an-injury, than by 
 EFgRmen t0-oyercome it. 


* CHAP. XXXV. 


TD E not inſtablein thy reſolutions, 
«2: ):nor various in thy aRions, nor 
aſtant inthy affeRions : ſo deſ- 


berate, . 


F 
. 


Ys no #3 bb 1. 


Coen Goo  _ ak am TV —_— 


herate, chat thou may*ſt —_ 
reſolve, that thou ray* —— 
perform, that thou may'ſt perſevere 4 
mutabilicy i is the badge ofinfirmity. 


CHAP. XXXVL, \ [4 


coodii in Saites | 
FI an Gevi =— whats . 
eſſentially evil, no circumſtance: can ; 
make good; it matters not with wht. 
mind adidft that which is unlaw 
ful, being done : if the a& be good, | 
the intention crowns it; FRO 
poſes thy intention z no evil a6 


may be well done, * « 


- CHAP. XXXVIE 1X 


"116 

[Ove not thy Children too une- 
qually;; or, ; hou dod, Chen | 
not, leſtrhou make the one proud. 
other envious , and both Fook: : 
Nature hath: mide 4 difference; i 
the ou of a tenderParent col pho ; 


 ( ;- "- Witkedthat* PORE” = 
E”-CRAr. "2xxvig: 


1 . by Sivingof thyalrnes, [enquire not 

.Ifo wack in the perſon , as his ne- 
| tally : Golffook, not ſo'much upon 
—_ merits of him thatrequires,as in- 
| tothe manner of him that relieves :-if 
*the man deſerves nor, thou haſt given 
; =o __——— 


CHAP; XNKIX. 


thou defire the Eucharift ſhould 
& be thy Supper, let thy life bethy 
© Vhaplaia: if thy own worthineſs in- 
ites thee, preſume not to come, if 
.&l ſorrowful-ſenſe of thy: own ſins 
forbid thee, preſume not to forbear : 
if chy ach be ſtrong, it will confirm 
"it ;: if weak, it will fc crengrhenit : ; He 
on y that. wants $ Faith i is'the! forbid- 
"gen gnelt.: /./- 
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CHAP. 


7 weakeſt, Thar cria 6 wor ar whers 
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Sms = _ cc + a>. 
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; _Aggors multiplies the ” of « 
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CHAP, XL.” 


7. Qultſt thou trafick,wich the 

;:beſt advantage, 'and has ho 5 
thy veneures with the beſt, ea 4 
Make the poor thy Chapman 
purſe thy Factor : So ſhale p__ give 
trifles which thou could'ſt not keep,ts / 
receive treaſure which thou. —_— ; 
loſe: There's no ſuch Merchant as the: 
charitable man, ; 


CHAP. XLI. 


Ollow nor. the:multitude- in t je. 

evitof ſin,leſt thou ſhan with ihe 
multitude in the evil. of puniſhme 
The number of the off mi 
ſheth not the quality of the offence 
As the multiryde;of Spiters draws®? 
more fayour to the Suit z ſothe n nak-- 
titgde of Singers draws.mo WS * 
ment.onthe Sins T fo. 


x 


CHAP. XLI. 


| erate wer be angry with'him that re. 
proves thy-Sin, then ſerverly con- 
feſſeſt his'reproof tobe Juſt © o hou 
- acknow his reproof to be juſt, 
—_ ſecretly conteſſeſt thy anger to 
\ row Hethat is angry with the 
ogrover, kindles thefire of the 
Sian 


CHAP. XLIIL 


O well while thou may*ſc, leſt 


=: the that takes'nor advantape of a 
| = ſhalf loſe che benefit of 


"CH AP. NLIV. 


Be oe mirels "a thy profeſſion, 
* 'feſtchou become a (# wrous 
He that 'hachbut pain'd the 


LT 


I uh 


chou do evilwhen thou would'ſ: | 


of 
ory | 


"baba 


 BEuchividion. 


a Jeſter, let him aſſure bimſel the | 
Fools not far off, 


CHAP. XLV. ett} {| 
N ey relative 160 3; ohange 
] contin with thy brother; then 
ask thy conſcience _ what thou 
mn: ; being truly rot 
ſolved, excliange ; and do 
thelike co him, an chy charity: ] 
neyererr, it is ;njuſtice to do what - 
without impatience thou canſt not © 


ſuffer. 


CHAP. XLV1/. + 7 


] Ove thy -icighbour for 'Gods | 
ſake, and God for his own ſake; 
who created all wan, 7, © thy Jake, 
and redeemed thee -for bis: mercy \ 
fake: If thy lovehaveat wa 
je, it is falfe loveciſtby-@bj 
any other end, it is ſelf love. _ 
19 oF : 
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CHAP. XLEVII, 


tet the'other be humble, 


-CHAP. XLYIIL 


| thou mayſt 


takethe advanta 


j/ rofayl againſt e Wind, 
GA 3 
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L Etthyconverſation with men, be | 
ſober and ſincere , ler thy devoti- | - 
 ogto-Godbe ducifuland decent ; Let 
 theonebehearty, and not haughty ; 


and not 


3 homely: $olive with men, asif God 
 fawthee; ſo pray to God, as if men 
" heard chee. 


b E208 pleaſure is the Wind our | 
Y Adions oughe toſayl by : Mans 
+ Will isthe ſtream that Tydes them 
: upand down; ifthe Wind blow not, | 


of the 


. .Tydefitblow,no matter which way | ; 
-/ thegtream rans=if with thee, thy 
} VoyaSiewillbethe ſhortet, if againſt 
| ie Sea'will be the ronghber : its 
- faferto ſitive againſt the Stream, thao 


CHAp 


"| ſicion of abundance; Diogenes found 
' | on his Throne, 


TIE: 
: ru at is 
p - nous G [4] cud. 4 


CHAP. XLIX. 4 
F jboud rg mach reſt; deſi 1 
] toe bere is no leſs orroukle 2 


idche noſervindon, — inthe acquir - ; 


more reſt in his Tub than Ahxande : 4 


it if 
_ Outs -v. taaleply thy 


es? Diminiſh them wiſcly ** . 
veuld's thou make my eſtate en ? 


6 DIA 2 


” CHAP, Li. 


", i . As 


: 
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CHAP: It. 


| | — -bach privately bf- 


d'thee! feprove hin privately, 
- anl- havitg loft fam enhry 
| _ ſhale flad -him in thy for 
"Neſs: he char rebnkes a private 
; —__ betrays it, rather"chan'r6 


| -provesit. 

| CHAP, fin. _ 
| nes Hat _ defireſt , ' in{ 
| y before thou profe- 
cute : eto Gfotpoarhe inconye 
—__ _ _—_ the other upon 


F be the Barn ih — chatpe-qf/1he 
- Plough : /Hendur with her 
: biirthen, and Pleature' wich herd 
ts: ſo ſhut thou undermke wi 
wharchon deſire; or td6derate thy 
4 deſires in Un dereaking? Shed takes 


/ rig 5 908 
CHA Py ae: 


the fulnek | 


Fthoo owelt thy whole iſco 
J Godfor thy Creation, what | 


l] 


"houſele to payfor thy Re ti 
ie: wm—_ = 


| FL cateſt, to: whom: rhou'ſh 


alt thoy rake" 4b; n2 Sha loſeſt thyſelf + 


that was norſh 
Mthy'Creation he gave thee thy = | 
md by thy ſelf to bim': Tn thy Re- | 
demprion he pave himfelfto-chbe, 2h 
through bimreſtor'dthee to hy 
Thow art given and reſtor's* Now : 
what oweſt thou unto thy God? - 
thou haſt paid all thy debts, give him” 
the ſarpl 96,and 68 haſt merited. 


CHAP. TIF . 901 4 
Gat .A 
{N thy diſcourſe take heed what 


how thou: ſpeakeſt, -4hd oe, 
ſpeckeſt : what thon ſpeakeſt, ſpeak * 
tfuly, when thou ſpeakeſt ſpeak wif 
ly. A fools heart isin his tongue;butza | 
wiſe r mans tongue isinhis heart, 

1; : 2:1 

OM A P. Lvs: L = 

Piorettiouatt's Thelt; confider 
whar thou-art abont.to dd /47if © 

if 


- ou 


ere 5 PF gy (NIE 
"Chou keopit,rhoy difcnablet thy re- 
Log Jon, till thou xeſtor'ſt ir, thou 
Eanlt not he reſtored, when it isre- 
| ſor'd, Fl muſt coſt thee. more pain 
+ and ſorrow,tlian ever it brought thee 
© Pleafute or profit. . It is a great foll 
. Þo pleaſe the Palat with that which 
* thonknow'ſt muſt either be yomited, 
gr thy death, | 
B-L.--. CHAP. LVIL 
: \ ry isthe bigheſt wiſdom of a 
- LJ Foo), and Speectr is the greateſt 
* Trial of a wiſe man, if thou would'|t 
- beknowna wiſc man, let thy words 
* Thew thee ſo, if thou doubt thy 
- words, [ct thy ſilence feign thee fo. 
þ Jtis nota greater point of wiſdom 
| todiſcover knowledge, than to hide 
* Ignorance. 
| CHAP. LVIIL 
| He Clergy is a Copy-book, their 
-- | Lifethe Paper; whereof ſome 
is purer, ſome courſer : their doEtrine 
© is the Copies, ſome written in a plain 
- hand, othersia a Flouriſhing hand, 
Wa; ; ſome) - 
©ZY 


Cent. | Mchiridiow, 
ſhame/; if he be paſt a youth , firike 
" timmnor; he is 'noc fir forthy ſeryice, 
 tharaſter wiſcreproofs, wileither de- 
© {ervethy ſtrokes,or digeſt them, 


CHAP. LXI, 


FP Ake heed rather what thou' re 
. A -ceiveſt ; rhac- what thou giveſt, 
| Wharthou giveſt leaves thee , whit 
-thoutakeſt ; ſticks by thee :. he that 
: prefentsa gift, buys the receiver , he 
 Ghatcakes gift, ſel his liberty, | 


C.H'AP.'! EXIT, 
| "F Hings tethporal are ſweeter in 
= the expeation ; things eternal 
* !afe ſweeter in the fraition : the firft 
Thames thy tope;-che ſecond: crowns 
CE it is avain journey whoſe end af- 
| Torts {eff pleafare rhan the way. 


CHAP: LXiTIl. 
; Now: thy ſelf rhat_ thou mayft 
BN fear God: know God,;that thou 
7 Rove tion, inthisthouart ini- 
| E © (zated. 


£ - 
MOTTO | 2 a 


9 2 


mn 59 T1 RY = Loa 


: SO 3 ETD” oO © wind . 


= 


4 ' £ 


blind eye ; be not more apt ro-putiidly ? 
Vice, than toencourage Verrue:-; Be - 
not too ſevere, leſt thou be hated;ner 
200 remiſs, leſtthow be ſleigheed£!So + 


Enchixidios  Centig) * 
tated ro wiſdom, in Awnarrny- IP. 
The fear of God is the-beginning of! 
wiſdom ; the love of, God is the fubs 

filling of the Law, 


CHAP. LXIV. 

Fthou haſt providence to boreſeeh 

danger,let thy prudencoratber 
CE —_ py Thefear af faibe 
enils, brings ofcenamesa:ipreſere mi(s * 
chief : whnleſ thou-ſeck'ſt ro. prevent! | 

ir, praRtice to begr.ic. He is a wiſemair 
cagqawoid anevil,. heiva patientumen 
that can endftre1 T; buc ho)iwa;valiane * 


man can COOuer Ae. 


kc... CHAP: INV. 1 TA 
F thou haſt the place of a Magh, 
| ſtrate, deſerveir by thy Juſtice,and 
bprifieit withthy/Mercyz Fake beed 
carly' gifts: an open bdbd aiakets ©: 


*wog 45 2 *” 
54] 4 -» 7 
a * 
ts +, g 
- "a 7 


execute Jaſtice, that thou may*ſt be 


| loved; ſoexecute mercy , that thou 
” .may'{tbe feared. : 


CHAP. LXVI. 

L. Et not thyTable exceed the forth 
part of thyRevenue : Let thy 
proviſion be ſolid,and not far ferch'r,. 
J | 7 Er than Art: Rm 
frupalinzthn-preparation, and free- 
; check in hy entertainment .; If 
L Jo gueſts be right, itisenough , if 
not, it 1s t00 :. Too much: is. 


yanity:;: enouph:is a Feaſt; 
CHAP. ILXVI. 


| Bon thy apparel be decent,and ſui- 
©. &ted to the quility of thy. place 
and purſe; roo much punRuzality,and 
+ too much moroſicy,are the cwo Poles 
* of Pride : Be neither tooearly.in.cbe 
* Faſhion, nor too long out of it , not 
- "x00 preciſely init ; what cuſtom hath 
eiviliz'd, is become decent, till then 

idiculoug : where the eye is tbe 

JUIING > Jury, 
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Enchiridzon. Cent. 3. 
Jury, the apparetis the evidence, 
CHAP. LXVIR... \_: 
bm thy words be too luxurant, ) cOfls 
fine them, leſt they confing thee:s. 


th | he that chinks he never can ſpeak 
hy - enough, may eaſily ſpeak $00 Ugg 
I',y Afutl Tongue, and. an empty Braitl,” 
- are ſeldom parted, ' of 
if CHAP. IXIX. 
| 8 IN holding of an argument, be nel- £ 


lui- | and Myſteries : Thoa ſhale receive ts. 
ac} honour, either in maintaining Al | 
nd | f\ſhhoods, or medling wich ſe 


le | truths; as he that pleads apainit 


ther cholerick, nor too opinionate 
The onediſlempers thy unde ..) 
ing, the ocher abuſes thy judgment: 
Above all things decline 'Paradoues| 


- 
© 
. RN 
l 


the | rurh, makes wit the mother: of his 
w ercour : ſo he that argues beyond. 
ho warrant, mikes wiſdom the mic awiſe ; 


. & be 
the TY | & ; 
C - . 4 4 
wh. >; G 
4 i '4S, - - 


of hisfoly, 


or 


Oþ 


> Enchiridion. © 
CHAP: LXX. 

Baer not the wages from the 
E poor man that hath 'earn'd it, 
<A God with-hold-thy wages from 
L:thee + 1f he-comphain to thee, bear 
"Hhirn; leſt he complain ro Heaved, 
| Aphierce be will be heard :if he buoger 
Sorthy fake, thou ſhalt noc proſper 
-2or his ſake, The poor mans periny is 
a plague inthe rich mans purſe. 


> ,- CHAP. IXXI. 

{TIE not to0 cautiousin diſcernin 

£3 chefir objeK&ofthy charity,lel 
* #foul periſh through thy diſcrecjon:; 
{What thou piveſt romittaken want, 
halt return a' bleſſing cothy deeei- 
Fed heart : Better in relieving idle- 
'Meſs-cs-commir an" accidental evil, 
"hatin negleRing miſery to-omir an 
iefſerial good 2 Better "two-Drones 
| bepteſerv'd; than oneBee periſh. . / 

"BE - CHAP: LXXT...' ua 

*T Heology is the Empreſs of 'the 


: 
- 


4 


Cent 3. 


LE world , Myſteries are her Privy | ? 


a_—_ .TDT c wa aa acc .c.. 


| Coundl.; Religionis ber'Cle 


_ -. - =_—y  "* *3 

. . +} . 

- EM » IL; 
- 


- 


The Arts her Nobilicy, ./Philofophys. 
her Secretary; The Graces her Maids 
of Hoyour; The Morlverruexythay 
Ladics of her Bed-chamber, Peacels; 
her _—C——_— Ttue hoy, and end. 
leſs: pleatures are her:  Courticnh ; 
Plenty her Treaſurer, Po + r 
; the. Temple j3-*hen: 

ve : if hou defare: p 


pn efty the ways herCc - 
tiers; if thou haft SE ; 
common way tothe Soveraign is the. 
Secretary. {# 
1 CHAD. LNXHE.// 
Jris an evil knowledpe to kara 
good thou ra; embrace,unlek 
how I kewiſ&embraceche good thai 
knowl}: The breath of divine know\ 
-isthe beHows of: divine fovey 
therfhme of vine! love; -\i&"18 
oniof divine ki Aus 
s 6d Lo:CHA Pi LEN, 2 
 racrek ret unto-thy foul ty 


* Joke dock qa ljury, 


AErt 3; > Enchiridion. 
 nor-to ſuffer injury + the unjuſt mind 
is always inl:bour : It either practis 
| ſes the cyil it hath projeRed, or pro» 
—_— avoid the evil it hath-deery- 


Be i. CHAP AXNY." 
| _—— thy palat to what is 
£ A moſtuſual : hethat delights in 
rarites, muſt often feed diſpjeaſed, 
Land ſometimes lye at the: mercy of a 
{dear market: common food nouriſh- 
&' beſt, delicaces pleaſe moſt : The 
found ſtomack. preſerres: neither. 
"W bat art thou the worſe for the laſt 
$ plain dyct, .or"'what now the 
| Gerrer forchy aſt grear Feaſt? 


} CHAP. LXXVI: 

6 Hoever thou arr, tbou. haſt 
& done more evil in one-day, 
#han thou canſt expiate in-fix;]1and 
canſt thourhink che eviſof:fix*days; 
can tequite lefs chati 6ne?: God hath 
made ns tich in days ; by /allowing 
fix,and himſelf poor by veſerying huc 
EY One z 


o 


fock. and ſhear his Lamb ? He that” 
| hath done nothing but- what he can * 


- Enchiridion, Cene:3 ; 
- and ſhall we ſpare our owh 


juſtify inthe ſix days, s, may play, the r 
lev 


"CHAP, LXXVF,. G #- 

Ope and fear, hke'f 
A Twins, ſhould live jar; 

52-00 | pe deparromi 
paer by ſ:curity,and! 
ſumption, if ſoar depart. -o : hoph 
travels to infidelity, and Irines j 
deſpair, the-one fhurs up heaven, 
other opens hell ; . the one makes t 
inſenſible of Gods frowris, the 
incapable of:Gods fryours, and b« 
teach God: to be unmerciful, * 

thee to be moſt niſerable; 


CHAP. LXXVII, | 
Loſe'thifie _ mood. Thee 
} mbutly. Te 
ws vr 'If thoure 
drone ! feerren Jand 


©eat.”;. Enchlvidiaw 
_- flie forward, and woundthe re. 
> :{- ME | 

| HEESR CHAR, cart 


- J** IK wouldit| rea found 


; Ry =_ praying. 
| ——— ody; Praying 
, the 0.6. pally : clone 


14 1C1 "ey LAX, 

7 Quida: unot 'be chonglen 

| foatin others coneeit 2 Be not 
\wiſcnchuncxm. : hethac truſts: co 

Rome: wiſdom; 'proclaims his: own 

| { ihe jo rruly wile, and ſhall ap- 

ar (0, rhac hack f6lly enough to be- 

Thc houphc nat worldly' wiſe, or wil- 

Gom cnough to ſee his. own folly. 

4 UV 

3rd; ng &Pr: LIKX1 =! my 
D: ficibebou kdowtvdge anc 


2 Theniowruniogy » J\iC 


2a! thy: deſives fit is onhy: 


ody,uſe mor tu walking, if a 


an m=B Fo qa. cz 


—_— 


"Te. at + Enchiridion. * 12N 
7: If becauſe thou meyitee Þ A 

fe iis is charity; If becauſe thou mayſt 
be edified, itis wiſdom: That knows 
turns 10 M&cT EXcrement, 
bath'not ſome hear of wiſdom to | 
geſtit. V7 > 2700959 
CHAP. LXXXIL. u3y 


Iſdom! without ioncecy $ v : 
knavery 5 1Anocency wit 

wiſdom is foolery; betherfore as: 

as Serpents, and innocent -as Doyes 

the ſubcilcy ofthe Serpent , intrude? 

the innocency ofthe Dove: Theinno-. 

cency of the Dove,eorreds the - Mile 


ty of the Serpent”: what 3 
joyn'd rogether, ketino manleparat te.. 


CHAP: LXXXIIk +» 
Ti more m__ = the nol 
'rue&Of aSdine / &'þ 
Sarah tn Gay 


rwdaGer 


TEHD 


"Cent, 3, ' Enchiridion. 


_. CHAP. IXXXIV. 


 {NHuſe noe chyderviceable ſouldi. 
" SSe<r.qut of ſoft apparel, leſt he 
| prove effeminate, nor out of a full 
purſe, leſt hegrow timorous : They 
are more fit for ation, that are fie 

- £0 gaina fortune abroad, than they 
E that have fortunes to loſe at home. 
- Expectation breeds ſpirit , fruition 


brings fear. 
|, CHAP, LAXXV. 


God hith given ro mankind a 
= common Library, his creatures ; 
and to every man a proper book, 
himſelf, being an abridgment of all 
© the ochers : YG ws with under- 
| Ganding,it wil make theea great ma» 
F ter of philoGphy, anda true ſervant 
tothe divine Aumchot :+1f thou but 


: wn wiſe man, and che'Authors, 
OT VW CHA 


« " " 
ST 
tf : 
= | 
+0 


barely read,, ir-mtill- make thee 


Enchirsdion. Cent. 3; © 

CHAP. LXXXVI. «i v4 | 
Cubt is a weak child , lawfully: : 
begotten between an obſtrudted , 
di. | judgement, and a fair under S 
he | Opinion is a bold baſtard gotren be- 
ull | tween a frog fancy , and a weak 
ey | judgement, it is lefs diſhonourablets | 
ry be ingenyouſly doubcful, chan raſhly | 


ey OP101ONAte, 


CHAP. LXXX,VIL. 
Sthou art a moral man, 'eſteetÞ 
thy ſelfnot as thou, art, burks 
thou art elteem'd. As chouarta 
ſtian,eſteem thy ſelf as __ 

y price: 


a 2sthou art eſteem'd : Th | 
V both riſes and falls as the marker; POCks 
c The market of a moral man is wild @&« 
ll | -pinion;! The market of a Chr 

r- | a good .conſdence. 


CHAD. LXXXVIE.: 
Dr —_— 1s anexerciſe- of re 

ſon; experience anaRof ſer 
yi box much, reaſon excels ſerif 


25 
” = 
"E 


> 


7% fo much Mih-rruany exceeds expe- 
' rience; Providence prevents that dan- 
| ger which experience repents : 'Pro. 


* Wiſdom ; Experience the Emperical | 
; ” Miſtreſs of Fools. 


£ CHAP. LXXXIX, * 
Ath Fortune dealt cheeillCards? 
let wiſdom make thee a good 
| Gameſter : in a fairgale every fool 
may. fail, but wiſe behaviour in a 
ſtor commends the wiſdom of-a Pi- 
)6.2 ro" beariadverficywithan equal 
ming; /iwbotiche gh nd glory of a 
"D ye ſpirit. - 

hes CHAP. XC. 


bi any ſpeak itof thee; ee home tp 


thy heart : if thou be guilty, * tisa jult 
-correRibn : if not puilty, "tis fair in- 
ration: makeuſe of both; fo ſhalt 
ddiſtil honey our of gall, arid ont 


ab ) <pen enemy , create a/decrer 


CHAP. 


vidence is the Rational Daughter of |. 


oo -owmw na nn wu © © 


cm - a # ae DAM = 7. 


thy own conſciexre'; -and-exanine | 


_—_—  —y 0 ee” 0» W 


| exerciſe ofthe bod y politick is milita« ; 
ry diſcipline : by charthe qoels made 


; God to be above him; the 130 
| knowledp'd-Davie/ to be above [ | 


mage ncouly folly in too i6ng. 


Enchividlan bo C nt W49 


CHAP. XCT; 
S the exerciſe of the body 
ralis moderate recreativa:Beks 


more able , bythis the other is made 
more aQive : where both are wants / 
ing, there wants no, danger to the 


one, through a humoronsfuperfluity; 
wike other, em eentonne:- 


= is 7c wk roi and yon 
acknowledg'd by them! that are'r 
der thee: whilſt Daniel ackne 


. BH 
of Y 


CHAP. XCIII. 
TJ Ake heed, -whilft thou ſhey 
wiſdom in not ſpeaking, thou I 


-%; + "" Emehiridion. 
on ifthou art afool, chy ſilence is 
wiſdom; if a wiſe-mao, t90 long fi. 
| lenceis folly ; As rao many words 
\. froma tools mouth, gives a wiſe man 
+ noleave to ſpeak ;. ſo too long ſilence 
ina wiſe man, gives a fool the oppor- 

tunicy 'of ſpeaking, and makes: thee 
| guilcyof his folly. | 


+? * CHAP. XXIV. 

Onſider what chou wert , what 
+ %/thouart, what thon ſhalt be : 

; Wir, within thee, what's above 
the what's beneath thee, whar's a- 
-gainit thee : what was before thee , 
- W thal be after thee, and this will 
. bri our hr, humility , to thy 


to the world con- 
| Fempt,co ch ch obedience. He that 
| knows.not hicnſelf poſitively, cannot 
| know bimſclf relatively. 


k.-. CHAP, XCV. 
5 not- thy love to God me- 
"I Gods love to thee: his ac- 


—— _—_— — 


a as: i#@tca i Tc 


ceprarce 


upon his poſterity : be that excuſes | | 


AI 4 k 


e of thy ; crowns licov own. 
in thee. Mans love to God is no- 
En obor: a faint refleRion of 8 
loye coman:- * 
CHAP.: XCVI.'! 9 --. 
E always lcfs _— to ſpeak 
than to hear , whatthou heareſt, | 
thon receiveſt ; what thov ſpeakeſt 
thou giveſt, Ir is more glorious) ; 
give, more profitibleto receive; -**t 


CHAP.XCVII. _ #3 
YEeſt thou good days ? epi ; 
evil times: No Summer but hat 
his Winter: He never reap'd-conifo 
inadverſicy, that Crs : 


ſperity, 
CHAP. XCVNIL {vi 
JF being a Magiſtrate, thou conai-- 
veſt at vice, thou nouriſheſt jr 4f 
thou ſpareſtar, chourommitreFiiet; 
what is not by thee puniſht in others, / 
is mad ablein thee; 3 Hethat : 
favours preſent evils , entails them 


Br 


" _ 
- - 


- the guilty, condemns 


\. CHAP, XCIX. 

Ruth haunts no corners, ſceks 
= 2. noby-ways : If thou profeſs it, 
- lo; openly, if thou :ſeek it, do jt 
- fairly: he deſerves not to profeſs 
+ * Truth, chac profeſſes it fearfully , he 
| Meferves notto findthe Truth, that 
- feeksit Faudulenty.  : . | 


CHAP.'. C. 


© &, not thy ſelf yet wiſe enough :-and 
= if thou defire to.umprove knowledge 
© .iathy ſelf deſpiſenot the inſtrudtions 
of another ; he that inſtructs bim that 
F thinks himſelf viſe enough, hath a 
© fool-to- his ſcholar: be char thinks 
- himſelf wiſe enoughico-inftru& bim- 
| Gall, bath afooltolbigmatier;! ' 
ton idling 22002 -4d 100 21) 


| + 106{+ Foe WFOF th ITY {} 
*. [be Exddl the' Third C 
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the innocent,” ) 


© -F Fthou deſire to be wiſer yet,think | 


ET p 4 


-i| Eeetny 


le: 29-8 il | 
[FOURTH CENT HR: + 


boinatagy <: 
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— _ o* T7 | a4 


cHap. 1, 8 


Emean: chy6 [f more 
4 \Jyinchy | chang 
ſtreet, Tf thy Nablick 


--., 00s bave a hundred. Far 3 


— — 


thy ines have. a choiulgns 


nelles, 

The mplj 5 Jooks. but ux 
aGions,, thy: co ence. Jogkt 
them. 4 the multitude may can 
excuſe thee, if not acquit thee. 


conſcience will accuſe thee, 
condemn wad 


, 19h 712 


, "Eh .A'v, If fo 

Of VIGES woke 
enneſs, Qther.vices ate hut 

fiery affections ; this He 


* vices but impair the ſoul, this demioh: 
+ "ſhes her two chief faculties, the Un- 
; derſtanding,and the will:Ocher vices 
* make their own way, this takes way 
-for all yices. He that is a Drunkard is 
” qualified for all vice. 


2 d 14 comfort rhee, as pleaſure in the 
- tertiembrance of ſin exafperates 
+ juſtice, ſo ſorrow in the repentance 
: of it! mollifies mercy: it is leſs danget 
© £6 conmir che fin we defightin; than 
# ro delight imthe fin we have commit- 
” ted; and more joy is promis'd to re- 
> pentance, than toinriocency. 


| CHAP. IV. 

| THe way to God is by thy ſelf, 
© > the-way to thy ſelf is by thy 
* own corruprions : bethar baulks is this 
way, errs ; he that travells bythe 


CHAP. I1L.. 


— ders; nay, buniſhes reaſon, Ochet 


thy fin trouble thee, ler that trou- | 


- eei_ 1 


{ creatures, wanders, The _— pot 
: "SF, ry 


Oec 
bqu 


"# 


Fibe Heavens ſhall give uy foul ps ; 
reſt :'the vertue of herbs ſhall 'nox 2 
cacreaſe thine. The height of all phi- *' 
loſophy,boch natural and moral;is te . 
—_ = ſelf, and the end of this © 
knowledve is to know God. n+ 4 


CHAP. V. 3; 
]Nfamy is where it is receiy'd : if | 
| © chouart a Mud-wall, it. wilt ſtick ;* 
if Marble, it will rebound: if thou 
torm at it, *cis thine; if thoucons, 
tern it, *cis his, 


CHAP. VI. 4 
b thou deſire Magiltracy, learnts, -4 
for get thy ſelf; :ifchou undertakeit,” + 
bid - ſelf farewel. He that looks; 7 
{ upon a common c:uſe with private * 
, looks sclirgay filfe glaſſes, In *: 
i the exerci of thy politique Office,, - 
thou nu forget} "och Eckicks wn | 
Oeconomicks: He thar purs on a - 
py: © Gown, muſt pur 63 PE | 
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ina goodrauſe;8& tous ure 
- poſe, be neither violent; 2009 per 


; A a Virgin to beloſt-in a bluſhing 
lence, thanto be found ina bold elo- 

\>quence. | 

i: CHAP. VI. 

Af. cyt m plenty 2 give what 

thou wilt: artehou in poverty ? 

| give-what thou eanſt : As what is re- 

+ ceiv'd, is receiv'd according to the 

* manner - the Receiver, fo what is 


Hy of rhe Giver, 'He is a gook 
p  aotknian, that makes as good 
y eoftin matter will porwit. 


fs CHAP; qX;: 2401, 
Od is'the Author of Truth, che 
-Devil-the Father of Lye : 7 if 
|: hotelingo? a Truth ſhaſl endanger 
thy life, the Anchor of Truth will 
| protection the danger, py 


; | Et chewords of a4'Virgin, though 


gor firſt; nortaſt-c it is leſs —_— | 


ven, is priz'd according co the |. 
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"el ths forty dune IR, hs 
calkig0of aT: JR 
Ger tref Ther wil whe £ 


of thy #4ins;'6r,traduwee the 
_ by loſing of a life war | 
than by ſaving of a life to loſe 4 
However, better thou' peziſh, than | ; 
che Truth, y þ — 
LELSE "CHAP: X 4 137 17 "nk 
"NOuſder noe for obtrigiie ins? 

J haſt; 25 whit others wane whads 
cho aſt” take heett thou Toſs Aſhes 
Whar choutiaft T6; Tae heed tha 
| covetnot;” If ehiby HAfK arnand | 
, .thee, turn thy eye upon choſe tha 
are under thee: aft 30 Inferi=,/ 
ors have patience 2 while iQ hel! 
tha = es TheGt 
reifaites FR RARE, 1 9.5 I} 0? 210n 
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of 100951 Eno, 
FFirtibur ſeen 
whchway Fi 
a lictlefurcher, and thou ſhalt hn@8©? 
nough to to humble Mee, if; thou de - 
H 2 wiſe | 


Fs 


T by -09100% 


* 


wiſe view the Peacock ſearhees wich 

his feer;and weigh thy beſt parts with, ] 
thy imperfeRions. He that ' would 
F -__ Geman, mult read his 


GC HAP, XII. 

Et not the ſweetneſs of contem- 
| plation be ſo eſteem'd,that ai- 
— delpis'd. Rachel was more fair, 
5 Leah more fruitful: as contemplation 
1s more delighrful, ſo it is more dan- 
zerous, Lot was upright in the City, 

: bod wicked) inthe Mouncain, 

| | .C H A P: XllL. 

J thou baſt bur lictle, make it not 
© leſs by murmuring * if thou haſt 
enough, make it notto0 puch by un- 
thankfulneſs: be that is not thankfully 
| conterted with we leaſt fayour he 
receiy'd, harh made himſelf;in+ 
Ex leof che lnſt fargc a re- 
| C(lYe, 


Koo dhegl cnar. | 


pation; and thy pri 


Enchiridion. _ © 


| CHAP. XIV. bh 
LY 7 Har: thou haſt takeri unlaws- 
fully , reſtore y_ fr 

the fin in takingir, is repeated eve 
minute thou keep'|t it : iftha canſh, 
reſtore it in kindyif not, in value +7 
itmay be, reſtore irrothe party ;if” 
not, to God : the poot is Gods tes * 
ceiver, 
CHAP. XV. 
[Ef the fear of a danger be a ſpur 
tO prevent it : he that fears 0% 
iſe, gives advantage. to th 
danger. Itislefs folly not to. endeas 
your the —_— of the evil thow' 
feareſt, than to fear the evil which 
thy endeavour cannot prevent, "73 
CHAP. XVI. « 
F thou haſt any excellence which” 

is thine own.,, thy rongue may 
glory in ic without ſhame; but if thow/ 
haſt receiv'd it, thy glory is but uſurs: 
e is but the pro« 
3 4 
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| ry commangls,” there fplby counſels, 
" wheraprige vides, ebare- ſhameplac- 
432 3 :1CH AP, XV IT. 
£ > Odhath. ordained bis creatures 
noe only der: necefiity;: bur (des 
b&;-ſineeibe hath carv'd theewich 
Hebatiul baod,: fear riar; forecgive 
Fit with a ſiberal heart. He thar gave 
thee water 16 allay y!rhirſt, gave 
| hen wink to: exbilarece:chy 'heart': 
'ReBora big fax the one; a neceſſity 
fi xheoks,: retprb bim for the'ocher, 
Theckearfulne(s.of praiſe; - 
_ ow 
4... CHAP, XY LIT, 
FFIF the wicked flouriſh , and thou 
® ſuffer , diſcourage not : they are 
fatted for defiruQion,; thou art diet- 
ud for bealch ; they bave no other 
heaven: but the -hopes of a long 
earth, thou haſt nothing on earth bur 
the\hopesofaquick heaven. IH there 
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; logue ofthy ſhame. Where vain glo- 
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we 89; jourgcys end, the travel of 
hl | 5 O90 a 
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:Chriſtian were molt comforteſs, 


Evchiriditn, Cent 


4 | 
| CHAP, XIX. ' 14:56 
Ji not thy wings with the Chure - 


ches feathers, leſt thou fly to thy? 

own ruine. 1 1401009 ang | 
bold Metaphors, which continued,ars ; 
deadly Allegories. One footof Lands 
in Capite, encumbers the wholy 1 
Eſtate. The Faple” ſnatclyd a coaF 
from the Altar butic fired her NefF 


CHAP. XX. il 

[Ee that Table which God | ch 

pleas'd to give thee, pleaſe tl 

He that made the veſle}, knows] Te 

burthen, and how to ballaſt her; U 

that made all things very good, cant 

not but do all things very well , 

thou be content with-a little; cho 2 
haſt enough, -if thon complainelk 

thou haſt roo much. | 


CHAP, XXL. - 
w Ould'ſt thou difcover the t 
worth of a _ man Þ ehc 
H 4 


- Cent.4. Enchiridion 
im naked : diftreaſure him of his 
ill-gor wealth, degrade him of his 
+ dear bought honour, diſrobe him of 
bis purple habit, diſcard his pamper'd 
body . then look upon his ſoul, and 
| thou ſhalt find how great he is, Na. 
+ enral ſweetneſle is neyer ſented, but 
inthe abſence of artificial, 


jt CHAP. XXI.. 

FF thou art ſubjeR to any ſecret 
# folly, blab it nor, leſt thou appear 
ampudent, nor boaſt of it, leſt thou 


ovupht to be his greateſt ſhame, and 
every mans folly ought to be his 
preteſt ſecrer. 


Bi . | C HAP. XXII. 

FF thou be ignorant, endeavour to 
& get knowledge, leſt thou be beaten 
with ſtripes : if thou haſt attain'd 
knowledge , put it in praftice, left 
hou be beaten with many firipes. 
ſetter not to know what we ſhould 


feem infolent. Every mans vanity. 


Ks - + © pratice,, 


Py { 
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becomes Envy : joyn therefore Hy-? 


py, and her.fraic is oe” - 
hs H. 


Enchiridion, © Cent 4 
practice, than nor to practice what- | 
we know andleſs danger dwells in . 
unaff:Red i ignorance, than una Ain 
knowledge. | 
CHAP. XXIV. 
Ake heed thou harbor not that | 
vice call'd Envy, leſt anothers. 
happineſs bz thy torment, and | 
bleſſing become thy curſe : Verwwe.: 
cor:upred with bones curns*” 
Pride : Pride poyſon'd with malice, 


_ with thy Vercue, and Prid 


ſhall have no footing, and Borg tal, 
find no entrance, | 
| CHAP. XXV. '» 


F thy endeavour cannot prevent. 
eo ler thy repentance lament7 
the morethou r:membreſtit; 

nave heartsgrief, the de: 

rooted in thy heart ; take pers it © 

more thee "My , efpeciatly' in cold, 

thy pleakire i in ic makes, Ie 

backs 


arp 


| CHAP. XXVI. 

ZZF" He two knowledges, of God, 
 & andthy ſelf, are the high way 
-rothy ſalvation « thr breeds in thee 
- «fliallove, this a filial fear. The ig- 
—Pperance of thy ſelf is the beginning 


iathe perfeRian ofall evil 
PF... CHAP, XXVIT- 


paſe than be idle,that the Devil 
© may find thee doing. T heBird. that fits 
*is eaſily ſhot, when fliers' ſcape the 
FFowler, Idleneſs isthe dead Sea that 
Awallows all Vertues, and'the ſelſ- 
made Sepulcher ofa living man, The 
de man-isthe devils hireling ; whoſe 
very is rags, whoſe diet and wages 
LFrefamineand difeaſes,” | 4 | 


\. CHAP: XXVIE. 
E E not ſo mad as to alter that 
countenance which thy Creator 
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rs do nothing to the pur-, 
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Enxchinkiae..'/ | Cent 4. | 


- Mal fin, andtheipnorance of God | 


_ | 


\ known by another? It isa ſhameto 


| bs, adviſe” not 1 hes. 


Ewe hividinn. meg. * 
made thee : remember it was the? 
work of hishands ; if it be bad, he 
dar't thou mendit ?, if ir be good. 
why doſt chow mend it > art thou 
aſham'd of his work, and abu 
thy own ? He made thy face tok 
known by, why defireſt thou tot 


adulterate modeſty , but more..ta 
adulcerare nature; Cay by thy arr,al 
bluſh nor to appear what he bluſhe 
not to make thee. Itis better to' be 


his PiRturethanthy own. 


CHAP. XXIX, ZZ 

Fe the ground of all thy religiow 
ations be Obcdience x ex: mit 16 
not why it is commanded , 
obſerve it, becaufe its commandet J. 
True Obedience neither pro ftid 
nates, nor queſtions, 2 


LE HA p' XXY. 
JF thou wonldſt "an inhericang 


IL 
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—_—_— Enchirh, b; 4 
rle,. leſt in the mean while thou 


ought as» much for two mites, as 
Zacchtis did for half his eſtate : the 
rize of- that purchaſe is what thou 
maſt, and is not loſt for what thou 
haſt nor, if rhou deſire to haye it, 


=... CHAP. XXXC.. 

A/ Ith the fame height of deſire 
E. thou haſt ſinnd , with the 
be like depth-of ſorrow thou muſt 
er nt : thouthatha(t ſinn'd co day, 
leferr not thy repentance till. to 
yrrow : he that hath promiſed par- 
dn. to thy repentance, hath not 
romiſed life till chou rep2nt. 


" CHAP, XXX0I 
T Ake heed how thou receiveſt 


, neither avoid ir, nor glory mir. 
rom evil men, - neither deſire ir, 

 expeirt. To bepraiſed of them 
bat are evil, or for that which is 


2s ” 
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.thy purchiſe, The Widow - 


praiſe from men : from good 


evil, * 


Fs 
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_”— Fackeri ow, Ro t.4 ; 

evil, is equal diſhonour : He is hap» 
-pyin his worch, who is praiſed by * 
the good, and imitated by the bad. . : 


| CHAP. XXXUI. L 
IG thy Charity to the 
ſtrength of thy eſtate, leſt God: 
proportion thy eſtate to the weak= 
neſs of thy charity : Ler the lips of 
the poor be the trumpet of thy. gift," 
leſt in ſeeking applauſe, thcu loſe thy; 
reward. Nothing is more pleaſing to * 
God than an open hand, and a cloſe 
mouth: % 
CHAP. XXXIV. + £7 
0.645 
Oſt thow want things neceſſa» 
ry ? Grumble not : perchanee!* 
it was a neceſſary thing thou ſhouldſt 14 
want :- Endeayour lawfully te-fup=:? 
ply it, if God bleſs not thy endea= * 
your, bleſs 'him that knoweth what 
is ficteſt for- thee, - Thom: art Gods" 
Patient : Preſcribe not thy: Phyfici= 
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I CHAP. XXXV. 

F anathers death, or thy own de- 
pend upon thy confeſſion, if thou 
Wat, ſay nothing : : if thoumuſt Jay | 
| the Truth : itis better thou loſe thy 
* life, 'than God his honour : it is as 
* caſic for him co give thee life, being 
Eeondemn'd ,” as repentance having 
fnn'd/:' it is more: wiſdorn to yield 


thy Body that hazard thy Soul, 
CHAP. XXXVI. 


Loath not thy language, either 


with obſatrity, or <Qation : 


ir the one thou difcoyer*ſt too much 


d 
y3-wary in the':ocher, too much | d 
if 
| 
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Fphtnes : he chat ſpeaks from the | 
underſtanding ro the underſtanding, 


"is the deſtinterprerer. | fi 
b-=/.5 et 
"IN CitAp. XXXVIE '| re 


Þ5- thon-expe& death as a friend, | fit 
TC pide” to emertain it : if thom | ca 
expe death as an enemy, prepare to 
a7 io over 


. "Cent LI 


© Bubboridien, --— 41 


Overcome it : - Danch has no advan-" 
tage, but when? it comes a ſtranger, / 


CH A P. XXXVUTL. 

E Eear nothing, but wha thy ifidus/ 
ſtry may prevent : confident. 

of nothing but what fortune cannot *. 
defeat : it is no leſs folly-ro- fear®! 
what is impoſſible ro- be avoided), - 
than to be ſecure when there is +; 
poſlibility to be depriv'd. 


CHAP. XXXIX. x 
; Et not the neceflity of Gods 46s? 
oree diſcourage thee to pray;""gr* 
diſheartenzhy prayers; do thotichy® 
daty,/and God: will do his pleafyre'; 
if r thy prayers make not him ſound” 
| thar1s fick, they wiltreturn-and cls. 
firm _ healch that art ſound : Ifth 
end of thy prayer be to obtain 
requeſt, hom! confinelt hinhar i Ke 
finue' : if thou haft done welf;-| 
cauſe thou wert commanded, | 
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hal thy revard in tha chow! 
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eyed, Godpleaare i the ond 


our prayers, 


ho 


F CHAP. AL; BE 
rry not.co00 .and when 
SOS c00 1 nor, 
leſt thou bz fond inthe 0a2z, or chou 
:dote in the other, and. repznt for 
path; let thy liking ripen before thou 
; letthy love adviſe before thou 


fore thou marry: remember that the 
whole happineſs or. unhappineſs of 
by life depends upon this one AR, 
Lemember nothing. buc death can 
f repents. oft-times by . leiſure : 
{ he char repents him of his own 


lion. . 


"CHAP, XII 
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AY ofe; and let thy choice be fixt be. 
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iffolye is knot; He that weds in | 


either is, or was a fool by con- 
) « _ 


* PWT h\-nt'thee a Crods,; ke i 

. tup and follow him : uſeir'wiſe- + 
yh alt it be — beardt pa- | 
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I ently, left beiricolerable- 

in it Godsanger againſtſin, and his b 
love gba thee; in puniſhing 
one, and chaſteving the other; if 
be light, Neight. it not; 
murmure not : _ _ ſeatiin 
a judgement, is the ſym 
en hearr ; and 
at his pleaſure, is ſign of a 
ous will. 


CHAP. XLIIL 


undertake nothing raſhly,and fe 
nothing thou undertak'ſt : fear n 
thing but infamy : dare any thing be 
injury; the meaſure of magnanimity,” 
isneither to be raſh, nor rimerous 


CHAP. XLII. 
RaRice in health to bear ſie 
neſs, and endeayour in 
; |-ſtrengch of thy life to ca 

. dzath ; he that hath a will co dye, not 
having|power to live, yy th 
ty, not. yertue : iristhe glory of: 
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oy De ecoke 4s.2 pleaſane- way _ 
me | da@gerous to dim that excheypires « 
reins; in this journyat's ſafe ,>DeiR. 4 
ther to: lopter (nor reſt, ; {0 -- 
pores coatings rg thay 
| _ a , riſes a 
* N53 CHAN XEVIL.«.': 2 al 
E8rnottodn, far! (Gods: wo tasl ' 
'® thy on ae y i co 
not his t e 
+ a rar: : lory noconly fon the ang 
but alſo. from rhe 
71 err xr there bu 
"i | veſſels tor honour, and: veſſels hl 
PU f diſhonour,- bur both for his h Dneoute 
©} God is not grieved for the glory he 
&! ſhall loſe for thy improvidence, bug*? 
for the horrorthon ſhale ETON 
tc impenitence. | bs : 
TNfult not over vet nu nor 
inhrmity, nor deſpiſe F hy 
':] Fhe firft amr ror 
£ ek x plly;ahockin ai 
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= => made him i miſerably, made 


bl nappy co lament him {:he'that 


bim : he that made him de. 
ind. gave thee favour to be hum. 


: $unhappinels is a living fone; 
thar makes miſery the objed 
bs criuepbis a0 incarnate Devil, * 


| CHAP. XLIX. 
Ake thy recreations ſervants 
0 thy bulineſſes, leſt thou be- 


oo poet up into the Mountain, 

this ſervant in the Valley : 

When thou ro the Ciry, leave 
minthe Suburbs. And remember, 


us Maſtcr. 
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CHAP. L. 


\. bipface, nor cenſure him to0 la- 


de him weak, made thee ſtrongto | 


bs hetbat is not ſenſible of ano- 


ne ſlave co thy recreations : : when: 


he Servant muſt nor be greater than! | : 


ſe no man too liberally before |! 


his back, the one ſxyours 


vil ALLE <a the other, mg 


| Foc Prince command alawful ., 


| him paſſive obedience. What t ! 


| {rcopergutors.0.if | mverdarkay, 


| tor cxample, it is 
[.44HI 


1 Agree is to * 
low,jit; and the beſt means: £0- . y 
down gnothers viee, is todeclineir, x 


CHAP. LI. 


give him all a&ive eee 
be command an unlawful a&;p 


ogy rounded conſcience will ſuf r, 

y - without repining4 
tart ener UulyA 
fer couragiouſ! without Ret lion? 
thy life and fivelyhood is'thy Prit 
thy conſcience is thy own... -o/"Y ; 


i. CHAP. LIK -: +257 
Fre thoy giveſt to receivectlte wt 


z :#f to receive 


ys if tobe ſeen, it;i 
(0:corrupe, cis bribery if 


Ka 
=I we V 
o £ Os Ie . 


DE mpatton/iciccudep; 1 Je w P- 

thow art commanited,;ir is obethedty b: 
The' affeRtion in: dvihg: the: work, 
giveoanametoitirowerk: done,” 19] 


CHAP, Lili. 
Ear death, but be not afraide/ 
Dourh, To fear ir whets thy ex. 

4 Fobgafraid of ir;vdalh 

rarion'!if chow cant endur 
« ir; its bur a ffeightpain; ifhor, ith 
& bers ſhore pain 0 fear der oth 
' © way © erred > be afraid « 
| death. 1845 bra 4 4713 
of - ne SA 300017! Fs. 114072 19 
k,45311 11 OA Pu fn bois S102 
; IF thou 1cfretheloreof-Ood) ah 
£.. man, be humble; for the proud 
heart, asit digs c6netYurir ſelf ſoit 
i beloved/obnone; bur by igfeiF:: rh} 
= þ voiee"of hunnke \is Gads Wis 
: the hamilie/82Go 
ERherorick. meſo 
 Heicher |vertoe . "nor firengh '! & 
5 ail; orRedoa, -! 4/052 50 

apt: q'u03 CHAP, 
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CHAR LY: k- 
Ook denbgins Jer 
L doen? Ergbleme? of *v 
| the flame is thy Soul , 


ide 4 Body, and is commotnly 
;ex| panlong; rhewax, {if nboer fo" 
tempered ) cart but" lafd Ws y 
due] 23d who can lengetiere ic'#'1f fl 
iti] pered, ir ſhall waſte rhe faſter; "yet 
kt his looge® ; an open window f of © 
d vl laſten either ; an extinguiſher ſhall 
>] parour both : husband then <Þ 
2 15] thou canſt; thou can{t: norte WEE 
21] them beyond their date : l:aye them * 
| and enmcgy 6.4 of the Wind) or to the. 
nlchem, waſteful hand, thou haſt * 


bur ſtill they buri# thelp? 


; preſerv'd from ſhorcning, but not 
nr Neglett may waſte them; 
ill diet may haſten chem unto their 

; 4 violent hand may interrupt 


| them,a ſudd:ndexch may ſtop chem, 
| and they are ſhortened. Ir lies inthe 


+ to. lengchen or extend the limits of 


hath che art co lengthen out his Ta- 
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Per thint puts itro the beſt advantage, 
| CHAP. LVI. 


andcheurfulnch, That, without this, 


dom endeayour to gain his opinion, 
ud 1abour-.co make thy loyalry hiz 
"F L Sr 0 confi- 


| popes end, yet they have liv'd their 
ngth 


} his natucal life, Heonly, (if any). 


— 


4 quality or inequality of their .EleF* 
* ments, hayz their dates, and may be Þ. 


” power of man, either permiſlively to | -; 
taſten,or aRively to ſhorten, but not | * 


— 


p 2 Emein thy ſelf in the, preſence 
LA of thy Prince, 'with reverence. | 


ist00 much ſadnek;, chis wwithque that; | 
&:00-muct: boldneſs : Let thy wiſ- 


Fake ence:Let Fang 57h ge” 
| in words,unjuſt in thy aRtions, 


fervice:crolſs not his paſFion, q veto : 
| crets; pry notinto his prerogative: dis 


theanger ofa King is implacable- the Y 
|. jealouſie of a Prince 1s incurable.” 


\thee, and him th; it having witti 


' him that hath forcibly abuſed 
| and him that . hath fraudulently bt 


mies, but leaſt of all tb ſelf : Give 


L . 
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ſonablein thy ſuits, nor careleG i in Fi 
not his pleaſures, preſs not into his 


ſp leaſe him nor, leſt he be angry; ap» 
pear no* diſpleas d, leſt he be jealous: 


5t 


CHAP. LVIT. 
.. thy heart to thy Cr earg] 


and Keverence tothy Su 
ours : give,diligence, to thy Frei | 
and ear to go0d'counſel ; give Almes / 
to the poor, andthe glory to,God 2.7 
forgive him chat igaoranly offends® 


5 


offended thee, ſeeks thee. For , 


tray'd thee : forgive all thine 24 


Rr 2 kh eh RR. TO RENIO 

$ *"Fnchiride. 'Cene 4" 
- adit ſhall be piven'chee , Forgive, | it 
and it ſhall be forgiven thee; The | 
| Tumof all Chriſtianity is, Give, avd | ye 
| Forgive. 


CHAP. LVIII. 


Z BE not too great a niggard in the 
4 commendations of lum that pro- 
#eſles thy own quality : if he deſerve 
thy praiſe, thou haſt diſcovered thy | 
Judgement if not, thy modeſty:ho- | fir 
nour either returns, or reflects to the | rg 
-* giver. Seq 


CHAP. LIX, hir 


| J* thy deſire to raiſe thy fortunes, 

"4 encourage thy delights to the cally}. 
* - of Forrune,be wiſe berimes, leſt thoi [ 

repent r00 late ; what thou, getteſi}: 

- thou gaineſt by abuſed Providencey ply 
- what chouloſe(t, thou loſeſt by abty for 
& ſed Patience ; what thou winnelt of. 
+ prodigally ſpeat ; what chou loſelly miſ 


vs © 


Enchiridion. Cent.q, 
it is prodigally loſt:it isan evil trale 
that prodigality drives : anda bad © } 
nd | yoyage where the Pilot is blind, 


CHA P. LX. 5 


” very wary for whom thou be- * 
comelt Security,and for no more -: 
r0- | than thou art able to diſcharge, if © 
rvel thou loveſt chy hberry. The borrow- * 
by |erisa (live to the lender ; The Secy- 
10-4 firy isa ſlave to both : whilit the bar- 
the | rower and lender are both eaſed;cthe 
Security bears both their-burthens : - 
he is 4 wiſe ſecurity that ſecures © 
bimſelf, 


Es, CHAP. LXT, 
alts J : 
10L [ OOk upon thy affliction as rhoy 3 
eſt: doſt upon thy Phyſick:bothum+ 7 
ce ply a diſeaſe, and both are applyed © 
4 ol Cure ; That of the Body ; This: ; 
of rhe Sou! : If they workthzy pto- 
[ i miſe health : if nor, they t\re _ 
i - I 2 d vY 


*F + 


'- "death: He is not happy that -ig 
; not afflicted, but he that finds happi. 


neſs by his aflition, l 
CHAP. LXII 14 
cile 


JF the knowledge of good. whe 
thy deſire ro good, it is a happy avi 
*kpowledge : if by thy ignorance off® ( 
- evil, _ art furpriz'd with evil, ig 
-isan unhappy ignorance, Happy is hdd 
- chat hab Þ , ny cronies offid 
00d, as to deſire it,and but ſo muc 

: knowledge of evil, as to fear ir. 


CHAP. LXIII. R 


vW Hen the fleſh preſ:nts theq up« 
with delights, then preſenqare 


thy ſclf with dangers : Where thqBui 
| world poſleſlesthee with-yain hop tha 
| there poſleſs thy ſelf with true fear noi 
| - When the Devil brings thee Oylj Th 
þ..- bringthou Vinegar. The wayto Re 
= ; fafe, is neyer to be ſecure, Fn 

"3 v4 CHAF: | 


_— {ft 4+ * - 
<> 4p- jo 
*2SeY 


phi CHAP. LXIV. 


JF thy brother hath offended thee, 
forgive him freely, and be recon. 
ciled : to do _ for el, is bumane. 
vo. corruption : to do good for 
rol ayil retribution: to do good ply 
os Chriſtian perfeRion : the aR of | 
\ ; [forgiveneſs is Gods Precept : the \ 
* p manner of forgiveneb is Gods Pre -| 
» offfident. 


IUC 


CHAP. IXV., ___ : 4 


R Everence the Writings of 
Men, but todge not thy Fai 
hed upon them, becauſe bur men : ry 
ſend are good Pooles, but no Fountains, 4 
ch&Build on Pal himſelf no longer - 
than he builds on Chriſt : if Peter res 
arf nounce his Maſter, renounce Peter; 
yl} The word of man may convince. 
» Reaſon; but the Word of God.along | 
4cn compel Conſcience, - . 
af I 3 craps 


{  Conits, Enc hiridicy. 
CHAP. LXVI. 
a civil things follow the moſt, in 
- matrers of Religion, the fewelk, in 
all: things follow the beſt : So ſhall 
the ways be pleaſing to God, ſo ſhall 
thy. betaviour be plauſible with-men, 


CHAP, LXVII. 


FF oy lo of miſery hath befaln to 
; thy brother,diſſemble it to thy ſelf, 
* and what counſel thou giyeſt him, 
- regiſter carefully, arid when the caſc 
* ischine, follow it : So ſhall chy own 
D Reafon convince thy paſſion, -or thy 
- paſſion confeſs her own unreaſona- 
" bleneſs, 
CHAP. EXVIIL 


A7 Hen' thou go2ſt about to 
-*-- - ehanpe thy moral liberty into 
- # Chriſtian ſervitude , prepare thy 
- Eff tro bethe worlds lmphing-ſtock 
© if thou overcome her Scoffs, _ 
ED 4 k 


SSA” AO 


| overcome doyb le ſham 


po: GK, 
ſhalc wr, db wy; 


Evebiridi 


K, | 
worthy of igood Maſt ſte is f 
ſham'd ofa bad Livery, LY mw 


CH AP. LXIX al 
[Et.not.che falling of qSalt, gf * 


Lena of a Hare, or the grying, © 
of a Cricket troyble thee. They por +. 
tend no evil; but whar thou rs k 
heis illacquajnced with himſelf, ' 
knows. not his. own, forttnes! 
than they. "If evil follow It;. it ith 
pacilhnegcef thy fuperſlition, 
fulfilling of. thei” Portent « ANF 
robe are lucky to thee, if chou wi _ 
notfung but is omigous to the Super, | 
itious. 


1 
bh 


CHAP. TXX. y 
O behave thy ſelf, inthy courle af 
life, as at a Banquer,, Take RY. 
is offer'd with.mo eſt chankfulneſs ; 
and expeRt what is not as yers dfer'd: 


wp poi PHASE. j 08 
| I 4 


"x debiridien. 


" rude & fs thee,nor a ei 
f 0 poſe thee ; aro 
| fallen donors 4 deje& thee ; who 


* much : and he that is fatisfied with 
alice, hath no lefs than enough : 
Fo ef 6 Dev obtulit parc, quod 

: as eft MANK. 
.. "CHAP. LXXL Foul] 
Po? Child dead? heis reſtor'd, 

' notloſt : is thy treaſure ſtoln ? it 
W not loſt, ir_is reſtored : he is anill 
& ED at counts repayment ſofs. 
: Bu At Was at eyil chancethat t n 
7 child, and a wicked hand 
i ole thy treaſure - what is that w 
Thee ? it matters not by whom he re- 
q mres the things from whom he lent 
dem ; what gaods are ours by loan, 
| Fi not loft when willingly reſtored, 

ve-when unworthily receiy'd, 
| 


"CHAP. IXXn. ” | 
DFofuren man,detrat from/no 
xs Blan praiſe 00 mau _ his 

| ace; 


fires more than ehough, hath too | 


= _ WY 


- felf as thy greateſt enemy, ſo ſhak 


nohinidgon. '  * 1h 
f:ce; traduce no man behin 387 
back. Bout not thy ſelfgbroad, nor? 
Aatter thy (cifac home :if any ching- 
croſs thee; accuſe thy ſel; : ifanyone> 
extoll chee, humble chy ſelf ; .honous * 
thoſe thar inſtruc thee, and be thanks? 
ful ro thoſe that reprehend thee. - Let” 
all chy deſires. be ſubjeted to Rear? 
ſon, andler thy reaſon b2 corrected? 
by Religion. Weigh thy ſelf byrhys 
own Ballances, and truſt not: the: 
yoice of wild opinion : Obſerve thy 


thou become thy greateſt friend, 


] I 


CHAP: LXXIIL, . / 


Yo —_—_ to make thy diſco - F 
ſuch,, as may 2dminiſter prok 
tothy ſelf or ſanders by, leſt thouan 
curre the danger of an idle wore 
above alt Subjects ,avoid thoſe whis 
_ ſcurrilous..and bſoonys Tale 
thatare imperfinent, and unproki 
ble, and dreams. wy 4 


(1/91. + 


I's + 
Cf 

. *b 

WA. 


_ Cent. 
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. 


* of yYool fp < 
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=. CHAP. LXXIV. 

$F God hath bleſt thee with aSon, 
= bleſs thou that Son with a lawful 
\calling : ehuſe ſuch employment, as 
may ſtand with his fancy, and thy 
Lyedgement, His Country claims his 
ability toward the building of her 
gonour, if he cannot bring a Cedaf, 
Hethim bring a Shrub: he chat brings 
Nothing uſurps his life, and robs his 
Country of a Seryant. 


CHAP. LXXV. 

FA T the firſt entrance into thy E- 
ſtate, keep a low ſail; thou maiſt 
gſe with honour, thou canſt not de- 
tine without ſhame :he that begins as 
Ms Facher ended, ſhall end as his Fa- 


her degyn. 


CHAP, LXXVI, 
'F any Obſcene Tale ſhoufd chance 
to (pintothine ears, among the 
ieties of diſcourſe (it opporraey 
i'm 4 admit) 


a. © & A it 


admit)reproveit: ifoth 


| danger for theſe” to be /protlaim y 


TA ,: - LI ® - 4 
; bs ry [20 * > & - 


filence, or change of courgenance;jth 
rerprec thy diſtike ; the inges 
Baud to the laſcivious TOngUE..: < 


CHAP. LXXVIL 4 


BE more circumſpe&t over 
works, of thy-brain , ont 
ations of thy body : theſe h 
mity 'to plead for chem 4 
mult ſtand upon their own-bottgn 
theſeare but the ob jeRts of few;;.ulh 
of all : theſe will have equalls-t 
fend them; they have'inferigursll 
envy them; fuperiours }t@r14 
them, all to cenſure them : it isngle 


> 


Paxls Croſs, -than for' theny tc 
proteled in Zavir Ghuret-yard.” - 


f hs 
#7 9! Yar dou 


CHA "of | 
Urns xeg | ooh 
thee to:the Authours,! lelt thoil N 


203203 


4 


—_ 


We : He that takes Learning upon 
ft, "makes him'a fair Cup-board 
th agothers Plate... He is an ill-2d- 
edÞurchaſer whole Title depends 
hore on Witneſles thin Evidences. 


CHAP. LXXIX. 


F thou defire to make the beſt ad- 
- vantage of the Muſes, either by 
ginp,to benefit thy ſelf; or by wri- 
ng;others, keep a ore ſoul in a 
mperate body : a full belly makes a 
all brain, and a turbulent Spirit a 
liftraRted judgement, - The Mules 


rveina Cooks ſhop,anda Lawyers 


-.* CHAP. LXXX 
Hen thou communicates thy 
ſelf by Letters, heighten or 
lepref: thy = _—_ to = 
walicy of che 'party a ineſs , 
har which thy tongue would pre 
ag co any, if preſent, let thy Pen 
geſent to lym, abſent |: The 
_ tongue 


9 Mu =©& ww, 199 ©, Land 


. WIR "he PR 4 C6 s p | 
Tongue is the minds Interpreter ; Ps 
the Pen is the Tongues Secretary. 


CHAP. LXXXI, - 82 


Eep thy foul in exerciſe, leſt hey 
+ faculcies ruſt for want of mots” 
on. Toear, ſleep, or ſport too long; 
ſtops rhe natural courſe of her nartss 
rat actions. To dwell too long inthe” 
employments of the bod 'sborhe> I 
cauſe, and ſign of a dull ſpirit. 7 


3: 


Ls 


i. 


(0 HAP. LXXXIT. | #1 
| £ 


| BE very cireumſpe&t to wh 


tuition- thow:7commitr*ſt- 
Child : every good Scholar'is'nor a 
good Maſter.” Hemult be 2 man'6 
invincible patience, and.ſingular of 
ſervation : he muſt ſtudy Child 
that will teadrthem well, and reafſ 
muſt rule him that would rule wiſely # 
he maſt nor take advantage of att 
poraut Father, nor give 100 mack 4 


<6 \/ J 


ke — X 


” _— 
. —- 


; , Ench 0; lon. | 
in indulgent Grandmother : the 
common good muſt our-weigh his 
Var gains,and his credit muſt out- 

tujries.: he muſt be diligent, & 
ſober, not coo familiar, nor too re.. 


{ck : juſt, without fiercenels ; merci- 
1, without fondneſs : if ſuch a one 
thou: meet with, thou haſt found a 
"greafure, which if chou know't how 1 
| $0value, is invaluable. 


CH AP. LXXXIII, 

4 ew not thy ſlaughter handſel thy 

| own jeſt, leſt whilſt thou laugh 
"Shit others laugh ar thee: neicher tell 
—- torhe ſame hearers, Jeſt thou 
'be:thought forgerful,or barren, There 
8-00 ſweetnelſs in a Cabage twice | 
=, ode tale twice told. 


LOR 
: CHAP, LXXXIV: 
þ Opin fu hath _—_ the! Lung 


| 


o———_— 


| Terv'd, neicher amorous nor phancaſt- | 


omg Lo ett» 
03 courage 


2 CD by ma. hy <4 


Cent. 4.  Enchiridion. 


courage it with thy own Oy, (Ki ; 
g0 Out and ſtink. The chronical dif- 

caſe of popularity is ſhame. If thou 
be once up, beware. From fame t@*: 
infamy isa beaten road, Sk 


CHAP, LXXXV. 
Om thy morning ſoul with. 


private and due devotions , till - 
then admit no buſineſs: the firſt born, | 
of thy thoughts are Gods, and not” 
thine,bat by ſacrilege:; think thy felf 
not ready till thou haſt prais'd him- 3 
and he will be always ready to bleſs 


thee. z 
CHAP. LXXXVL-: 77 

IN all thy aRions chink God ſees. 
thee;and in all his a&ions labann 

ſee him, .thatwill make;thee fearhimy: 

this will move thee to”ovebimn. he } 

fear ofGod is the beginning of known 

pron the knowledge of: Godie 

jon of love: . -. 159.5 5, 

45+ . 4 
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CHAP. LXXXVII, 


/-Er-not the expeRtation of a re- 
verſion entice thy heartto the 
| wiſh of the poſſeſſours deach, leſt a 
| judgement meet thee in thy expect- 
| ation, Or a curſe oyertake theein ch 
fruition. Every wiſh makes thee a 
| Marcherer, and moyes God co be an 

Acceſlary, God often lengthens che 
| kife ofche Poſſ=ilour with the days of 
| oy ons 


» CHAP. LXXXVIE 


PRE3 chy ſelf 'by whae thou 
haſt, but by whatthou arc, he 
that values a jewel by. ber golden 
Frame, or a book by ber filyer claſps, 
pra man by bis: xalt eſtate, errs. 2 if 
oh arc-not.worth, more, than. the 


| «r= 57mg of. thou 413 
: = 1 | CHAP. 


| (por can mike, thy. Redeemer. 


- © mw ww mA © ww x<@E ._—, 
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CHAP. LXXXIN, © 


[Ernor thy Fathers, nor the ne 
thers, nor the Church th 

thers belief, be the ground of ing! thing 4 
The Scripture lies open to the hun ; 
ble bettr but lockt againſt the - 
xnquiſitour ; he that believes with an 3 
implicite Faith, is a meer Emperick | 

in Religion. | 


CH AP. XC. ” 

OF all fins, ake greateſt heed of 
that which thou haſt laſt, and 
moſt repented of. He that was laſt; 
thruſt out of doors, is the next read; 
eſt to croud tn again:and he that th 
haft ſorely baffled, is likelieft ro*c al 
more help for a revenge. ' Itis requb 
ſice for him that hagh caſt one Devil 
out, to keep ſitong A000 leſt ſeve 


_ 


1 4 tt 
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CHAP: X-CT. 


EN the meditation: of divine my. 
Ficda keep thy heart humble, 
| LS 2p . ler Philoſo- 
2 alham'd to be confuted, 
; a bluſh to be confounded ; 
the Gaara prove, mas 
thou canſt not comprehend, 

| pn and what thou canſt Ape 
' mire, .ſo ſhall thy ignorance be ſatish- 
| edin thy faith, and thy-doubts ſwal- 
Jowed up with wonders, The beſt 
1 lighe, is to put out eby 


BG. + CHAP. XCII. 


renin hath cried thy name up, 
ler thy - modeſty cry thy hezrc 
down, left thou d:ceive 1t, or it thee : 
= there is no leſs danger in a great 
f_w than a bad; and no leſs. honour 
WW of praiſe, han in the en- 
au wing it. 
PHO CHAP, 


CHAP, XCIT, 


[] Se the holy Scriptures with, gl; 
reverence , let not thy-wanton? 
fancy carve it out in jeſts, -nortty= 
ſinful: wit make it an adyocate” I 
thy ſin : iris a fubje&-for rhy fainhs; 
not fancy; where witand' hy: 
is one trade, the underſtanding 
bankrupt, 


CHAP. XCIV. _2 
Oft thou complain that God 
hath forſaken > itis th 


that haſt forſaken him : *tis thow tha 
art mutable : in him there is no ſhag 
ow of change, in his light is life-2 
thy Will drive thee into a-Du | 
thou mak'ft thy own darkneſs, andir 
that darkneſs dwells thy death ; from 
whence, if he redeem thee, he 
merciful, if nor, heis juſt: in both 
receives glory. " £IUG 
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CHAP. XCv. 


KA Ake uſe of time, if thou loy'ſi 
TY 4 cternity:know, yeſterday can. 
not be recall'd, to morrow cannat be 
Wared:;to day is only thine; which if 
thon proeraſtinate, thou loſeſt, which 

it; is loſtfor ever. One to day; is 
h twoto marrows. 


- CHAP. XCVI. 


F thou be ſtrong enough to en- 
7.counter with che times, keep thy 
ation, if nor, ſhift a foot to gain ad- 
antage of the times. Hethat acts a 
egger tO prevent a Thief,isnere the 
Dorer, / It is great part of wiſdom 
pmectimes to ſeem a fool. | 
= CHAP. XCV1I. 
F thou intend thy wricings. for the 
publick view, lard chem nor roo + 
Ki: much þ 


— vv WT. , 


| * much with the choice liries of ano» 


geſted, being delivered in th 7'01 by | 


ro wear a plain ſuit of one'e 


' A : - , 
6245, ts Ha | f 
- - 4 A ; | ; eh 


ther Authour, leſt thon loſe thy own 
gravy : what thou hah read ar 


{tile becomes thine. Iti 1s5more d ” 


cloth, than a gzudy = "__ - 
quer'd with divers richer ff 


C H AP, XCVIIL 


F God hath bleſt thee with iberi-| 
eance,and Children to inheri 
not the ſtaff of thy family to the 

of one. Make not many Beg} 
the building up of one greatHeir, Jef, 
if he miſcatry through” a = 
will, the reſt ſink thee pts 
ceſlity. Gods allowance isadoul 
portion: when high blood, and g 
rous breeding, break their faſt ing 
ty,and dine in poverty, they often fy 

in infamy. Ifthou deny them Fay 
wings, to prey on fowl, give i - 
Kites flomacks, ro ſcize on garbi 
| Wo 
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CHAP. XCIX. 
-yery- vigilant over thy Child 


ing, leſtthe froſts of CM ay nip bis 
7 > blooms Whilehe isa tender 7 Wig, 


Ki him, ſuch commonly thou ſhale 
# find him, Let his firſt leſſon be 0bedj- 
O ence, and the ſecond ſhall be what 
thou wilt. Give him' Education in 
good Letrers, to the utmoſt of thy 
they, and hiscapacity. Seaſon his 
itt} with che love of his Creatoxr, 
A Inc + mike the fear of his God the be- 
inning of bis knowledge. If he have 
4 anaRtiveſpiric, rather reQifie than 
hit; -but reckon idleneſs among 
+ Chi faults. Above all things, 
5 rep him from vain, 1 ſcivious, and 
drous Pamphlets , as the Prim- 
y:6f all Vice. As his judgment 
s,*obſcrye his _inclination, and 

ones a Calling _ ſhall not 


o&E - 
OE". 


Cray 


Dit the -4pril of his -underſtand- 


=Itreighten'him , whilſt he is a new , 
Fefſes, ſeafon him ; ſuch as thou ma- Þ 


—_— 


4 Euc 5 
Ttfoſs it + foredd Muvyi 
208 ſeldom proſper. Shew:bir 
*the Mow,a per es 1 
-him as well ' for the darger-'6 
Shirmiſs, as pollels him with thekib- 
nour of the prize, If he chuſe the - 
1] profeſſion of a Scholar, adviſe bink! 
þ ro ſtudy the moſt profitable Arts:# 
etry, and the Marbematichs, rake 
too great a latitude of the' ſoul, 
mer net uſed, are good 'Rety 
but bad C allings, being'nc ary 
but their own Reward If he chuſlethe'Y 
profeſſion of a Sox/dier,let himwKt the? | 
withall, Honozy muſt be his greateſt: 
wages, and his enemys his ſureſt Page: 
maſter. Prepare him 5painſt thed be | 
ger of 'a War, and adviſe him ofthe 
oo miſchiefs of a Garriſon, AY 
imayoid Debaxchneſſe, and"Di 
\ to the utmoſt of his power; * 9d re 
member he is not his 6wn manunt 
(d-irghis Countries reacted [1 ho; | 
eſtatein his own life, If he chaſe 
Trade, teach him to i” | 
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"oS 4 and h 4 ic hers Win ; 4 
ſe him to be conſcio I 


nable, care} 

ad contri done, thou hatif 
cave the reſt tO Pro- 
DIES done it well, | 


| "CHAP. C 


WAC vey. thy layeto thy friend 
A. anarrowto the mark, to. ſti q 
there; not aa ball againſt the wall,c0 y 
»rtþound back to thee-that friendſſup 
wWll-not concinue to- the end, char is 


NA Editecion i the Lifeef ile Soul, 
3 > Attron 5 the Soul of Meditati- 
on, Hownr is the reward of . Aftion: 
$6 medjeate, that they may ſt do , (0 
lo. that thou may* ft purchaſe Honour, 
Sort Pure aſe, give God the 9) 
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